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(a) Subject Index 
A 


Acoustics and Lighting (Abstract) 

{Air Conditioning) A Study of the Extrac- 
tion of Heat from Fluorescent Lumi- 
naires in Air Cooled Rooms 

Airport Parking Area, Lighting an 

Algebraic Interflectance Computations 

American Standard Practice for Protective 
Lighting 

Analysis of Experimental Data for Inter- 
flectance Theory 

Analysis of Light Distributions from Linear 
Source Street Luminaires (Abstract) 

An Invitation to Learning 

Apparent Intensities of 
Lights 

Application Experience with Mercury Va- 
por Lamps in Street Lighting Service 
(Abstract) 

Application of Non-Circular Cross-Section 
Fluorescent Lamps 
Abstract 
Discussion 

Applications, Progress in 

(Approach Lighting) EFAS—A New and 
Vital Aid to Low Visibility Landings by 
Aircraft 

Approximations and 
Method (Abstract) 

Assessment of Brightness: What We See 

Atmosphere in a Restaurant (MMILJ) 

Automatic Processing of Photometric Test 
Data for Street Lighting Luminaires (Ab- 
Stract) 

Automobile Repair Shop, Lighting an 

Automobile Showroom, Lighting an 

(Auto Showroom) Display Lighting for 
New Cars . 

Availability of Daylight —— 

(Aviation) EFAS — A New and Vital Aid to 
Low Visibility Landings by Aircraft 

(Aviation) Fluorescent Strip Runway 
Lighting 
Abstract 


Colored Signal 


the I nterflection 


Ballasts, Circuits for Fluorescent Lamp 

Bank, Light and Architecture Rebuild a 
(MMILJ) 

Bank, Lighting a 

(Banks) Current Lighting Trends 

Barber Shop, Lighting a 

Biography — Kirk M. 
1957-1958 

Brightness, Assessment of — What We See 

Brightness Measurement, A Photographic 
Method of (Abstract) - 


Reid, President, 


Calculating Coefficients for a Church Dome 
(MMILJ) 

(Calculations) Approximations and the In- 
terflection Method (Abstract) 
(Calculations) Interreflections in 

metrical Rooms (Abstract) 
Case for Rehabilitation (MMILJ) 
Ceiling Interest 
a og Multi- Functional Suspended Ceil- 


Asym- 


Cunt’ Station Properties, Lighting In- 
door Locations of 

Central Station Properties, Lighting Out- 
door Locations of . 

Champs Elysées — 

Chapter Chairmen, 1957- 1958, List of 


1. SUBJECT INDEX 


105 
288 
544 


10-25A 


Chapters Elevated to Section Status During 
1956-1957 

Chapters Fstablished ‘During 1956- 1957 - 

Christmas Tree Is Many Things 

Church Building Design, Keeping Pace 
With 

Church Dome, Calculating “Coefficients for 

a (MMILJ) 

Church Hall, Lighting a 

(Church) Lighting a Chancel 

Church Relighted (MMILJ) 
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Circuits for Fluorescent Lamp Ballasts 

Classrooms in Arizona, Measurements in 
Daylighted 

Coefficient of Utilization, Effects of Furni- 
ture on the 

(Color) Measurement and Specification of 
Color Rendition Properties of Light 
Sources (Abstract) 

(Color) New Look at the Measurement of 
Light and Color (Abstract) 

Combination Mercury and 
(MMILJ) 

Committee 
Report 

(Committee Report) American 
Practice tor Protective Lighting 

Committee on Progress, Report of 

Committee Personnel, 

Composing Room Relighted (MMILJ) 

Computation of the Effective Intensity of 
Flashing Lights 
Abstract 

Conference Registration Records 

Contemporary Methods Relight a Nine- 
teenth-Century Library (MMILJ) 

Control of Daylighting With Reflecting 
Jalousies (Abstract) 

Converter Equipment for High Frequency 
Operation 

Current Lighting Trends, MMILJ Entries 
Show 


Incandescent 


Activities — General Secretary's 


Standard 


D 


(Data Sheet) Floodlighting a Fountain 

(Data Sheet) Lighting an Airport Parking 
Area 

(Data Sheet) Lighting an 
pair Shop 

(Data Sheet) Lighting an Automobile Show- 
room 

(Data Sheet) Lighting a Bank 

(Data Sheet) Lighting a Barber Shop 

(Data Sheet) Lighting a Chancel 

(Data Sheet) Lighting a Church Hall 

(Data Sheet) Lighting an Enclosed Patio 

(Data Sheet) Lighting an Executive Office 

(Data Sheet) Lighting a Furniture Store 

(Data Sheet) Lighting a Jewelry Store 

(Data Sheet) Lighting a Men's Hat Store — 

(Data Sheet) Lighting a Motor Wiring Line 

(Data Sheet) Lighting a Night Club En- 

trance 

(Data Sheet) Lighting a Public Space in a 
Post Office 

(Data Sheet) Lighting a Recepiion Arca 

(Data Sheet) Lighting a Shopping Center 
Parking Lot r 

(Data Sheet) Lighting a Shuffleboard Court 

(Data Sheet) Lighting a Women’s Apparel 
Store 

(Data Sheet) Lighting an 
Garage 

(Data Sheet) Lighting Wooden Shelves 

(Data Sheet) Luminous Ceiling Sections in 
a Drafting Room 

(Data Sheet) Techniques for Lighting Fire- 
place Walls 

(Data Sheet) “Twinkling” 
Dining Room 

(Data Sheet) Wall Lighting from a Wall- 
to-Wall Fluorescent Bracket 

(Data Sheet) Wall Lighting from False 
Beams - aire 

Daylight, Availability of 

Daylight Illumination and Brightness With 
Minute Louvers (Abstract) 

Daylight in a School Gymnasium, Artificial 
(MMILJ) 

Daylight With Frosted Glass, Harnessing 

Daylighting Materials, Progress in 

Daylighted Classrooms in Arizona, 
urements in 

(Daylighting) Control of Daylighting With 
Reflecting Jalousies (Abstract) 

Daylighting Design with Adjustable Hori- 
zontal Louvers 

(Daylighting) Practical Daylighting Predic- 
tion (Abstract) 

Decorative Murals, MMILJ 

Dental Lighting — A Glimpse at Its History 


Automobile Re- 


Underground 


Lighting for a 


Meas- 


397 
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Design and Characteristics of Fluorescent 
Lamps Having a Non-Circular Cross Sec- 
tion 
Abstract 

Designed Lighting in Homes 

Development of DeLuxe Fiuorescent-Mer- 
cury Lamps for Commercial and Special- 
ized Lighting Applications (Abstract) 

Dining Room, “Twinkling” Lighting for a 

Discharges, Striking Potentials of Long, 
Low Pressure Mercury-Argon Electric 
Discharges 

Discoloration of Polystyrene 
Cause and Solution 

Discomfort Glare at Low Adaptation Levels: 
Il — Off-Axis Sources 

Discomfort Glare at Low Adaptation Levels 
— Multiple Sources (Abstract) 

(Discussion) Efficiency of Electrolumines- 
cence 

(Discussion) Flashing 
Fluorescent Lamps 

Display Lighting for New Cars 

(Drafting Room) Current Lighting Trends 


E 


Fdge-lighting Acrylic Panels 

EFAS — A New and Vital Aid to Low Visi 
bility Landings by Aircraft 

Effect of Furniture on the Coefhcient of 
Utilization 

Effect of Outer Jacket Fill 
Arc Tube Pressure on Mercury 
Performance 

Effective Intensity of Flashing Lights 
Abstract 

Efficiency of Electroluminescence 
sion) 

Electroluminescence, Efficiency of (Discus- 
sion) -_ 

Electroluminescence, Progress in 

Equipment, Progress in 

Estimating the Cost of a Roadway Lighting 
System (Abstract) 

Evaluation of Discomfort Glare (Discussion) 

Evaluation of Glare 

Exhibition Pool 

Experience with High Level Office Light- 
ing 
Abstract 

(Extended Area Lighting) Ceiling Interest 
Can Add Pleasantness to Lighting 


F 


Factories (See Industrial) 

Factors Influencing the Night Visibility of 
Roadway Obstacles 

Factors to be Considered in the Design of 
High Output Fluorescent Lamps — 

Field Check on School Lighting Costs 

Financial Statement, 1956-1957 — General 
Secretary's Report 

Fireplace Walls, Techniques for Lighting 

First Approved Lighting Systems for Coal 
Mines 

Flashing Characteristics of 
Lamps (Discussion) 

Flashing Lights, Computation of the Effec- 
tive Intensity of 

Flashing Lights, Effective Intensity of 

(Floodlighted Buildings) Current | ne 
Trends ne 

Floodlighting a Fountain. 

(Floodlighting) Combination Mercury and 
Incandescent (MMILJ) 

Floodlighting, Mercury — Its 
and Limitations 

(Floodlighting) Outdoor Lighting "Design 
for the New York International Airport 
(Abstract) 

Fluorescent Lamps, I.E.S. Guide for Pho- 
tometric Measurements of _ 

Fluorescent Strip mest hens 
Abstract aS a 
Discussion eae Ses 

Fluorescent Used in High ‘Bay Area nesuiegs 

Fog, Highway Visibility in 

Footcandles, Footlamberts — What | 
(Abstract) santsloathbpibinabeapiog 

Futures Unlimited sala 


Shields; Its 


Characteristics of 


Pressure and 
Lamp 


(Discus- 


Fluorescent 


Advantages 


‘Next? 


Subject Index 
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G 


Garage, Lighting an Underground 

General Committees, Report on 

General Secretary Reports, 1957 

Glare at Low Adaptation Levels: Il — Off 
Axis Sources, Discomfort 

Glare, Evaluation of 

Glow Discharge Characterstics of Floores 
cent Lamps (Abstract) 

Graphic Arts, Lighting .or the Color Ap- 
praisal of Reflection-Type Materials in 
(-reat Britain and Continental Europe Re- 

search on Visual Comfort 


H 


Harmony of Architecture and Lighting at 
St. Louis Air Terminal Building (MM 
iILJ 

High Frequency Fluorescent Lighting, Ap 
plications of 

High Frequency Fluorescent Lighting, Ele- 
ments of 

High Frequency Operation, Report on 

High Frequency Operation, Converter 
Equipment for 

High Output Fluorescent Lamps, Factors 
to be Considered in the Design 

High Output Fluorescent Lamps, Operat 
ing Parameters 

Highway Lighting Test Installation 

Highway Visibility in Fog 
Abstract 

Home Lighting (See Residence Lighting 


1.E.S. Council and Officers 


1957-1958 7-24A; 543; 10-25/ 


1.E.8. Guide for Photometric Measurements 
of Fluorescent Lamps 
1.E.S. Officers 


1957-1958 7-24A; 543; 10-25 


Illuminated Magnifier for the Near-Blind 

Illuminating Engineering Nomenclature 
and Photometric Standards 

iliuminating Engineering Research Insti- 
tute, Report on 

Indoor Locations of Central Station Prop- 
erties, Lighting of 

(Industrial) American Standard Practice for 
Protective Lighting 

Industrial Area, Before and After 

(Industria!) Composing Room Relighted 


(Industrial) Current Lighting Trends 91; § 


(Industrial) Fluorescent Used in High Bay 
Area . 

(Industrial) Lighting a Motor Wiring Line 

(Industrial) Lighting for the Color Ap 
praisal of Reflection-Type Materials in 
Graphic Arts 

(Industrial) Lighting for Sawmills: Red 
wood Green Chain 

(Industrial) Lighting Systems for Grading 
Lumber 

(Industrial) Precision Seeing Tasks 
Instruments) Photoelectric Telephotometer 
of High Sensitivity and High Angular 
Selectivity 

Interflectance Computations, Algebraic 

Interflectance Theory, Analysis of Experi- 
mental Data for 

Interfiections in a Room With Luminous 
Walls 

Interflection Tables, Verification of the 

Interrefiections in Asymmetrical Rooms 
(Abstract) 

Interior Lighting with High-Output Fluo- 
rescent Lamps (Rebuttal) 


K 


Kitchen Lighting Integrated with Archi- 
tectural Design 


L 


(Library) An Invitation to Learning 

Library, Contemporary Methods Relight a 
Nineteenth-Century 

Lighting for the Color Appraisal of Reflec- 
tion-Type Materials in Graphic Arts 

Lighting for Sawmills: Redwood Green 
Chain 

Lighting of Indoor Locations of Central 
Station Properties -_ 

Lighting Progress in 1955-1956 » 


2 Subject Index 


Lighting Outdoor Locations of Central Sia- 
tion Properties 

Lighting Requirements for Older Workers 
(Discussion) 

Lighting Systems for Grading Lumber 

Lighting Trathc Tunnels and Underpasses 

Living and Lighting . . . Adapted to the 
Pacific Northwest 

Louvers, Daylighting Design with Adjust- 
able Horizontal ne . 

Lowering Apparent Ceiling Height (MM- 
ILJ) 

Lumber, Lighting Systems for Grading 

Lum.naire Components, Progress in 

Luminous Ceiling Sections in a Drafting 
Room 


M 


Measurement and Specification of Color 
Rendition Properties of Light Sources 
(Abstract) 

Measurements in Daylighted Classrooms in 
Arizona 

Measurement, Progress in 

Membership by Sections and Chapters 

Membership Statistics (General Secretary's 
Report) 

Mercury Floodlighting — Its Advantages 
and Limitations 

Mercury Lamps, Uses of 

Mercury Lamp Performance, Effect’ of 
Outer Jacket Fill Pressure and Arc Tube 
Pressure on 

Mercury Lamps, Phosphors for High Pres- 
sure 

Milking Parlor Unit 

(Mine Lighting) First Approved Lighting 
Systems for Coal Mines 

(MMILJ) Artificial Daylight in a School 
Gymnasium 

(MMILJ) Atmosphere in a Restaurant 

(MMILJ) Calculating Coefficients for a 
Church Dome : 

(MMILJ) Case for Rehabilitation 

(MMILJ) Church Relighted 

(MMILJ) Combination Mercury and Incan- 
descent 

(MMILJ) Composing Room Relighted 

(MMILJ) Contemporary Methods Relight a 
Nineteenth-Century Library 

(MMILJ) Control— The Key to Modern 
Residence Lighting 

(MMILJ) Current Lighting Trends 

(MMILJ) Decorative Murals 

(MMILJ) Drafting Room 

(MMILJ) Exhibition Pool 

(MMILJ) Floodlighted Buildings 

(MMILJ) Glamorizing With Light 

(MMILJ) Gymnasium Lighting 

(MMILJ) Harmony of Architecture and 
Lighting at St. Louis Air Terminal 
Building 

(MMILJ) High Bay Fluorescent 

(MMILJ) Industrial Area, Before and After 

(MMILJ) Light and Architecture Rebuild 
a Bank 

(MMILJ) Lighting, Acoustics and Air Con- 
ditioning — Three Essentials 

(MMILJ) Living and Lighting ... Adapted 
to the Pacific Northwest 

(MMILJ) Low-Bay Mercury .- 

(MMILJ) Lowering Apparent Ceiling 
Height 

(MMILJ) Luminous Ceiling Plus Incan- 
descent Lens 

(MMILJ) Milking Parlor Unit —— 

(MMILJ) Modern Bank 

(MMILJ) Outdoor-Indoor Technique 
(Signs) 

(MMILJ) Penthouse in the Clouds .- 

(MMILJ) Precision Seeing Tasks 

(MMILJ) Relighting a Show Window with 
Results 

(MMILJ) Relighting Combined With 
Acoustics 

(MMILJ) Remodeled with Light — Doctor's 
Basement Office 

(MMILJ) Shopping Centers 

(MMILJ) Silhouette Display 

(MMILJ) Solving Store Problems 

(MMILJ) Stair Lighting — for Safety, Util- 
ity, Appearance . 

(MMILJ) Modern Bank 

Motor Wiring Line, Lighting a 

Multi-Functional Suspended Ceiling 

My Most Interesting Lighting Job Winners 


N 


National and Local Officers, List of 
1956-1957 10-18A 
1957-1958 7-24A; 543; 10-25A 
New Approach to Highway Tunnel Light 
ing 13 
New Look at the Measurement of Light 
and Color (Abstract) 477 
Night Club Entrance, Lighting a 597 
Nomenclature and Photometric Standards, 
Illuminating Engineering 600 
Non-Circular Cross Section, Design and 
Characteristics of Fluorescent § Lamps 
Having a _ 579 
Non-Circular Cross-Section Fluorescent 
Lamps, Application of 587 


.e) 


Othce Lighting, Experience with High 
Level 

(Office) Lighting an Executive Office 255 

(Office) Lowering Apparent Ceiling Height 

(Office) Luminous Ceiling Sections in a 
Drafting Room 233 

(Office) Remodeled with Light, A Doctor's 
Basement Office 119 

Officers and Council, List of 
1956-1957 10-18A 
1957-1958 7-24A; 543; 10-25A 

Officers, National and Local, 1957-1958, 
List of 543; 10-254 

Operating Parameters of High Output 
Fluorescent Lamps 

Optical Applications of Mercury Short-Arc 
Lamps (Abstract) 

(Outdoor Lighting) Lighting a Shopping 
Center Parking Lot 

Outdoor Lighting Design for the New York 
International Airport (Abstract) 

Outdoor Lighting, Progress in 

Outdoor Locations of Central Station Prop- 
erties, Lighting 


- 
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P 


Page Content of [LLuMINatTING ENGINEERING 

Patio, Lighting an Enclosed 

Penthouse in the Clouds . 

Phosphors for High Pressure Mercury 
Lamps 

Photoelectric Telephotometer of High Sen- 
sitivity and High Angular Selectivity 

Photographic Method of Brightness Meas- 
urement (Abstract) 

Photometric Measurements of Fluorescent 
Lamps, 1.F.S. Guide to 

Photometric Standards, Illuminating Engi- 
neering, Nomenclature and 

(Photometry) New Look at the Measure- 
ment of Light and Color (Abstract) 

(Photometry) Photographic Method of 
Brightness Measurement (Abstract) 

(Photometry) Spectral Luminosity of Fluo- 
rescent Lamps (Abstract) 

(Plastics) Discoloration of Polystyrene 
Shields: Its Cause and Solution 

Post Office, Lighting a Public Space in a 

Practical Daylighting Prediction (Abstract) 

Precision Seeing Tasks (MMILJ) 

President — Kirk M. Reid, 1957-1958 

President's Report 

(Printing Industry) Lighting for the Color 
Appraisal of Reflection-Type Materials 
in Graphic Arts 

Progress Report — 1955-1956 

Protective Lighting, American Standard 
Practice for 


Questions and Answers on Light Sources 


Reception Area, Lighting a 
Redwood Green Chain, Lighting for Saw- 
mills: 
Regional Activities — General Secretary's 
Report _— suiteneatiiitedibenianta 
Regional Vice-Presidents, 1957-1958, List 
of _.. 544; 10-25A 
Remodeled with Light, A Doctor's Base- 
ment Office 119 
(Research) Effective Intensity, “of Flashing 
Lights (Abstract) ‘ 485 


1957 





Research on Visual Comfort, Great Britain 
and Continental Europe 

(Research Project #47A) Highway Visibility 
in Fog 

Research Projects, Report on 

Residence Lighting, Control 
Modern 

Residence Lighting, Progress in 

(Residential) Case for Rehabilitation 

(Residential) Designed Lighting in Homes 


The Key to 


(Residential) Edge-lighting Acrylic Panels 

(Residential) Kitchen Lighting Integrated 
with Architectural Design 

(Residential) Lighting an Enclosed Patio 

(Residence) Lighting Wooden Shelves 

(Residence) Stair Lighting — for Safety, 
Utility, Appearance 

(Residential) Living and Lighting 
Adapted to the Pacific Northwest 

(Residential) Penthouse in the Clouds 

(Residential) Techniques for Lighting Fire 
place Walls 

(Residential) “Twinkling” 
Dining Room 

(Residential) Wall Lighting from a Wall- 
to-Wall Fluorescent Bracket 

(Residential) Wall Lighting 
Beams 

Restaurant, Atmosphere in a 

Roadway Obstacles, Factors Influencing the 
Night Visibility of 

Runway Lighting, Fluorescent Strip 

Russia, Ulumination in 


S 


Saw Mills) Lighting Systems for 
Lumber 

Sawmills; 
for 

School Gymnasium, Artificial Daylight in a 

School Lighting Costs, Field Check on 

(School) Measurements in Daylighted Class- 
rooms in Arizona 

Section Chairmen, List of 


Lighting for a 


from False 


Grading 


Redwood Green Chain, Lighting 


1956-1957 10- 


1957-1958 544; 10 
Section Officers 


1957-1958 7-24A; 544; 10-25/ 


(Shopping Centers) Current Lighting 
Trends 

Short Arc Lamps, New 
(Discussion) ‘ , 

Show Window with Results, Re-lighting a 

Shuffleboard Court, Lighting a 

(Signal Lighting) Computation of the Ef- 
fective Intensity of Flashing Lights 

(Signal Lighting) Effective Intensity of 
Flashing Lights 

Signal Lights, Apparent Intensities of Col- 
ored Signal Lights 

(Signs) Current Lighting Trends 

Smaller, More Efficient 100-Watt Incandes- 
cent Lamp (Abstract) 

Source Excited by Radio Frequency, Uni- 
form Light 

(Sources) Design and Characteristics of 
Fluorescent Lamps Having a Non-Circu- 
lar Cross Section 
Abstract 

(Sources) Development of DeLuxe Fluores- 
cent-Mercury Lamps for Commercial and 
Specialized Lighting Applications (Ab- 
stract) 

(Sources) Factors To Be Considered in the 
Design of High Output Fluorescent 
Lamps 

(Sources) Glow Discharge Characteristics of 
Fluorescent Lamps, Abstract 

(Sources) Operating Parameters of High 
Output Fluorescent Lamps 

(Sources) Phosphors for High Pressure 
Mercury Lamps 

(Sources) Smaller, More Efficient 100-Watt 
Incandescent Lamp (Abstract) 

Sources, Progress in 

Spectral Luminosity of Fluorescent Lamps 
(Abstract) 

(Sports) Artificial 
Gymnasium 

(Sports) Current Lighting Trends 

(Sports) Exhibition Pool —__ = 

(Sports) Lighting a Shuffleboard Court “ 

Stair Lighting — for — Utility, Ap- 
pearance —............ 


Developments in 


Daylight in a School 


1957 


Standing Committees, Report on 
Store, Lighting a Furniture 

Store, Lighting a Jewelry 

Store, Lighting a Men's Hat 
Store, Lighting a Women’s Apparel 


(Stores) Current Lighting Trends 90; 93; § 


(Stores) Lighting a Shopping Center Park- 
ing Lot 

Store Problems, Solving Small (MMILJ) 

(Street Lighting) Analysis of Light Distri 
butions from Linear Source Street Lumi- 
naires (Abstract) 

(Street Lighting) Application 
with Mercury Vapor Lamps in 
Lighting Service (Abstract) 

(Strect Lighting) Automatic Processing of 
Photometric Test Data for Street Light- 
ing Luminaires (Abstract) 

(Street Lighting) Champs Elysées 

(Street Lighting) Estimating the Cost of a 
Roadway Lighting System (Abstract) 

(Street Lighting) Factors Influencing the 
Night Visbility of Roadway Obstacles 
Strect Lighting) Highway Lighting Test 
Iustallation 

(Street Lighting) Highway Visibility in Fog 

(Street Lighting) New Approach to Highway 
Tunnel Lighting 

Striking Potentials of Long, Low Pressure 
Mercury-Argon Electric Discharges 

Study of the Extraction of Heat from Fluo 
rescent Luminaires in Air Cooled Rooms 
Abstract 

Surgical Lighting 
tory 

Sustaining Members, List of 


T 


(Technical Committee Report) 1.E.S. Guide 
for Photometric Measurements of Fluo- 
rescent Lamps 

(Technical Committee Report) Illuminat- 
ing Engineering Nomenclature and Pho- 
tometric Standards 

(Technical Committee Report) Lighting for 
the Color Appraisal of Reflection-Type 
Materials in Graphic Arts 

(Technical Committee Report) Lighting for 
Sawmills: Redwood Green Chain 

(Technical Committee Report) — Lighting 
of Indoor Locations of Central Station 
Properties 

(Technical 
Outdoor 
Properties 

(Technical Committee Report) Lighting 
Traffic Tunnels and Underpasses) 

Technical Committees, Report on 

Techniques for Lighting Fireplace Walls 

Telephotometer of High Sensitivity and 
High Angular Selectivity, Photoelectric 

(Transactions) Computation of the Effective 
Intensity of Flashing Lights 

(Transactions) Effective Intensity of Flash- 
ing Lights 

(Transactions) General Secretary Reports, 
1957 . 

(Transactions) Highway Visibility in Fog 

(Transactions) Study of the Extraction of 
Heat from Fluorescent Luminaires in 
Air-Cooled Rooms 

Tunnels and Underpasses, Lighting Traffic 

Tunnel Lighting, New Approach to High- 


way 


Underpasses, Lighting Traffic Tunnels and 

Uniform Light Source Excited by Radio 
Frequency 

Uses of Mercury Lamps 

Uses of New Mercury Lamps (Abstract) 


Vv 


Verification of the Interflection Tables 

Vice-President’s Report 

Views and Opinions 

(Visual Landing Systems) EFAS—A New 
and Vital Aid to Low Visibility senate 
by Aircraft 


Experience 
Street 


A Glimpse at Its His- 


Lighting 
Station 


Committee Report) 
Locations of Central 


Wall Lighting from a Wall-to-Wall Fluo- 
rescent Bracket = 

Wall Lighting from False Beams 

Wooden Shelves, Lighting 


5-298; 11- 


137 


417 


569 
465 


412 


3-18A; 9-214 


(b) Author Index 
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Ackendorf, William P.- Doctor's Basement 
Office Remodeled with Light (MMILJ) 
Aicher, J. O. — Design and Characteristics 
of Fluorescent Lamps Having a Non-Cir- 

cular Cross Section 
Abstract 
Allphin, Willard — Field Check on School 
Lighting Costs 
American Standards Association Sectional 
Committee A85; sponsored by the Illu- 
minating Engineering Society — American 
Standard Practice for Protective Lighting 
Anderson, H. H. — Availability of Daylight 
Anderson, Richard A. — Striking Potentials 
of Long, Low Pressure Mercury-Argon 
Electric Discharges 
Archer, J. O.— Efficiency of Electrolumi- 
nescence (Discussion) 
Arner, W. J. — Daylighting 
Adjustable Horizontal Louvers 
Daylighting Predictions Ab 


Design with 


Practical 
Stract 


Bakis, Raimo Striking Potentials of 
Long, Low Pressure Mercury-Argon E!e« 
tric Discharges 

Bale, James R.— Mercury Floodlighting — 
Its Advantages and Limitations 

Barney, Joseph — Contemporary 
Relight a Nineteenth-Century 
(MMIL}) 

Baumgartner, G. R. — Application of Non- 
Circular Cross-Section Fluorescent Lamps 
Abstract 
Discussion iui 

Baxter, H. M. — New Developments in 
Short Arc Lamps (Discussion) 

Beggs, E. W.— Optical Applications of 
Mercury Short-Arc Lamps (Abstract) 
Bell, Clarence A. — Striking Potentials of 
Long, Low Pressure Mercury-Argon 

Electric Discharges 

Benjamin, Russell W.— Contemporary 
Methods Relight a Nineteenth-Century 
Library (MMILJ) 

Bernier, C. J. — Glow Discharge Character- 
istics of Fluorescent Lamps (Abstract) 
Biesele, R. L., Jr. — Daylight Illumination 
and Brightness With Minute Louvers 

(Abstract) 

Bitter, Francis — Factors To Be Considered 
in the Design of High Output Fluores- 
cent Lamps 

Bizzaro, V. U. — Availability of Daylight 

Bower, Keith D.— Discomfort Glare at 
Low Adaptation Levels—Multiple Sources 
(Abstract) 

Bradley, R. 
cular Cross Section Fluorescent 
(Discussion) 

Brass, John R.— New Approach to High- 
way Tunnel Lighting 

Brooks, W. W. — Circuits for Fluorescent 
Lamp Ballasts 7 

Bull, Hempstead S.—Interflections in a 
Room With Luminous Walls 

Butler, K. H. — Phosphors for High Pres- 
sure Mercury Lamps 
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Campbell, J. H.— High Frequency 
rescent Lighting 

Carson, T. C., Jr. — Control of Daylighting 
With Reflecting Jalousies (Abstract) — 

Churchill, Russell D. — Verification of the 
Interflection Tables 

Clark, George W.— Ceiling Interest Can 
Add Pleasantness to Lighting 
Footcandles, Footlamberts — What Next? 
(Abstract) 
Acoustics and Lighting (Abstract) 

Coggins, Donald I.— EFAS—A New and 
Vital Aid to Low Visibility Landings by 
Aircraft 

Cohen, A. D.— Decorative Murals (MM- 
ILJ) ; 

Cohen, Melvin — Kitchen Lighting Inte- 
grated with Architectural Design 

Color Appraisal Task Committee of the 
Graphic Arts Subcommittee of the Indus- 
trial Committee — Lighting for the Color 


Methods 
Library 


D. — Application of Non-Cir- 
Lamps 


Fluo- 


Subject Index 





Appraisal of Reflection. Type Materials in 
“raphic Arts 

Committee on Nomencleture — Illuminating 
Engineering Nomenclature and Photo- 
metric Standards 

Subcommittee on Lighting of Indoor Loca- 
tions of the Committee on Lighting of 
Central Station Properties — Lighting of 
Indoor Locations of Central Station 
Properties 

Subcommittee on Lighting of Outdoor Lo- 
cations of the Committee on Lighting 
of Central Station Properties — Lighting 
Outdoor Locations of Central Station 
Properties 

Subcommittee on Photometric Testing of 
Fluorescent Lamps of the Committee on 
Testing Procedures for Illumination 
Characteristics — 1.E.S. Guide for Photo- 
metric Measurements of Fluorescent 
Lamps 

Subcommittee on Sawmill Lighting of the 
Industrial Committee — Lighting fer Saw 
mills: Redwood Green Chain 

Subcommittee on Tunnel and Underpass 
Lighting of the Street and Highway 
Committec Lighting Trafic Tunnels 
and Underpasses 

Conover, E. W.— Daylighting Design with 
Adjustable Horizontal Louvers 

Cottingham, Jack T.— Living and Light 
ing . Adapted to the Pacific North 
west (MMILJ) 

Craft, George I 
MMILJ) 

Crandell, Frank F.— Photoelectric Tele- 
photometer of High Sensitivity and High 
Angular Selectivity 


Milking Parlor Unit 


D 


Dandenault, Andre — High Bay Fluorescent 
(MMILJ) 

Dellos, J. L. — Lowering Apparent Ceiling 
Height (MMILJ) 

Dinsmore, Earl 1. — Atmosphere in a Res- 
taurant (MMILJ) 

Dobras, Q. D.— High Frequency Fluores- 
cent Lighting 

Dorsey, R. T.— Application of Non-Cir- 
cular Cross-Section Fluorescent Lamps 
Abstract 
Discussion 

Douglas, Charles A. — Computation of the 
Effective Intensity of Flashing Lights 
Abstract 

Dygert, Roland — Silhouette Display (MM- 
ILJ) 


Ewing, Walkley B. — Daylight Illumination 
and Brightness With Minute Louvers 
(Abstract) 


F 


Fahsbender, Myrtle — Christmas Tree Is 
Many Things 

Feder, Abe H.— Outdoor Lighting Design 
for the New York International Airport 
(Abstract) 

Felkey, Jack — Relighting Combined with 
Acoustics (MMILJ) 

Finch, D. M.— Factors Influencing the 
Night Visibility of Roadway Obstacles 
Lighting Svstems for Grading Lumber 

Fisher, W. H Smaller, More Efficient 
100-Watt Incandescent Lamp (Abstract) 

Fisher, W. 5S. — Experience with High 
Level Office Lighting 
Abstract 

Flournoy, Louis G., 
I echnique 

Fortier, Edna P. — Penthouse in the Clouds 
MMILJ) 

Freund, Karl — Photoelectric Telephotome- 
ter of High Sensitivity and High Angu- 
lar Selectivity 

Friedman, Harold H. — Artificial Daylight 
in a School Gymnasium (MMILJ) 

Fry, G. A. — Evaluation of Discomfort 
Glare (Discussion) 

Lighting Requirements for Older Work- 
ers (Discussion) 


Sr. — Outdoor-Indoor 


Subject Index 


G 


Gabel, Clarence — Shopping Centers (MM- 
ILJ) = 

Genise, Lawrence T. — Exhibition Pool 
(MMILJ) 

Gerung, George W.— New Developments 
in Short Arc Lamps (Discussion) 

Gillmore, Willard F., Jr. — Discomfort 
Glare at Low Adaptation Levels: Il — Off- 
Axis Sources 
Gottfried, Hanna S. T. — Apparent Intensi- 
ties of Colored Signal Lights 

Greppin, E. H. — Dental Lighting — A 
Glimpse at Its History 
Surgical Lighting—A Glimpse at Its 
History 

Griffith, J. W.— Daylighting Design with 
Adjustable Horizontal Louvers 
Practical Daylighting Prediction (Ab- 
stract) 

Gungle, W. Calvin — Operating Parameters 
of High Output Fluorescent Lamps 
Glow Discharge Characteristics of Fluo- 
rescent Lamps (Abstract) 

Guth, Sylvester K. — Evaluation of Discom 
fort Glare (Discussion) 

Lighting Requirements for Older Work- 
ers (Rebuttal) 


H 


Hanson, John A. — Lighting Requirements 
for Older Workers (Discussion) 

Harris, J. M.— Phosphors for High Pres 
sure Mercury Lamps 
Ffifect of Outer Jacket Fill Pressure and 
Arc Tube Pressure on Mercury Lamp 
Performance 

Harrison, Ward — Evaluation of Discomfort 
Glare (Discussion) 

Harz, Richard E. — Footcandles, Footlam 
berts — What Next? (Abstract) 

Hibben, S. G. — Futures Unlimited 

Homer, Horace H. — Operating Parameters 
of High Output Fluorescent Lamps 

Hopkinson, R. G. — Assessment of Bright- 
ness: What We See 
Great Britain and Continental Europe 
Research on Visual Comfort 
Evaluation of Glare 

Horner, R. H.— Report on High Fre 
quency Operation 

Horton, G. A.— Automatic Processing of 
Photometric Test Data for Street Light- 
ing Luminaires (Abstract) 


Jerome, Charles W.— Spectral Luminosity 
of Fluorescent Lamps (Abstract) 

Johnson, W. H.— Interior Lighting with 
High-Output Fluorescent Lamps (Re- 
buttal) 

Jones, J. R.—Algebraic  Interflectance 
Computations 

Jordan, P. B.—Smaller, More Efficient 
100-Watt Incandescent Lamp (Abstract 

Judd, Deane B.— New Look at the Meas- 
urement of Light and Color (Abstract) 


Ketch, J. M. — Experience with High Level 
Office Lighting 
Abstract 
Kingsbury, H. F. — Availability of Daylight 
Krasnow, Shelley — Converter Equipment 
for High Frequency Operation 
Krietzberger, H. J. — Luminous Ceiling 
Plus Incandescent Lens (MMILJ) 


L 


Ladesich, John — Striking Potentials of 
Long, Low Pressure Mercury-Argon 
Electric Discharges 

Lange, A. W. — Gymnasium Lighting 
(MMILJ) 

Lemmers, E.— Design and Characteristics 
of Fluorescent Lamps Having a Non-Cir- 
cular Cross Section 
Abstract 

Linsday, E. A. — Application of Non-Cir- 
cular Cross-Section Fluorescent Lamps 
Abstract 
Discussion 


Linthicum, George C. — Solving Small Store 
Problems (MMILJ) 

Loebner, E. E.— Efficiency of Electrolumi- 
nescence ape, ae 

Logan, H. L. — Evaluation of Discomfort 
Glare (Discumion) 

Lowell, W. P., Jr.—Ulumination in Russia 
Application of Non-Circular Cross Sec- 
tion Fluorescent Lamps (Discussion) 

Lowry, Erwin F.— Factors To Be Consid- 
ered in the Design of High Output 
Fluorescent Lamps 


M 


Marsh, Charles — Highway Visibility in 
Fog 
Abstract 
Photographic Method of 
Measurements (Abstract) 

Marsh, FE.—A Photographic Method of 
Brightness Measurement (Abstract) 

Martin, Philip L. — Lighting, Acoustics and 
Air-Conditioning — Three Essentials 

Martt, E. C. — Uses of Mercury Lamps 
Abstract 

Matilo, George — Case for Rehabilitation 
(MMILJ) 

McFarland, Robert H.— Striking Poten- 
tials of Long, Low Pressure Mercury- 
Argon Electric Discharges 

McPhail, Robert G.— Analysis of Light 
Distributions from Linear Source Street 
Luminaires (Abstract) 

Meaker, Phelps — Evaluation of Discomfort 
Glare (Discussion) 

Middleton, W. E. Knowles — Apparent In- 
tensities of Colored Signal Lights 

Murrah, Jack H.— Stair Lighting — for 
Safety, Utility, Appearance (MMILJ) 


Brightness 


N 


Nagel, George A. — Highway Lighting Test 
Installation 

Neidhart, John J.— Algebraic Interflectance 
Computations 

Nickerson, Dorothy — Measurement and 
Specification of Color Rendition Proper- 
ties of Light Sources (Abstract) 

Nomenclature Committee — I]luminating 
Engineering Nomenclature and Photo- 
metric Standards 


O 


O'Brien, Philip F. — Interreflections in 
Asymmetrical Rooms (Abstract) 

Odle, Herbert A. — Low-Bay Mercury 
(MMILJ) 

Orr, John B. — Discoloration of Polystyrene 
Shields: Its Cause and Solution 


P 


Patterson, Ruth — Designed Lighting in 
Homes 

Pearson, C. W.— Smaller, More Efficient 
100-Watt Incandescent Lamp (Abstract) 

Peek, Sanford C.— Uniform Light Source 
Excited by Radio Frequency 
Fluorescent Strip Runway Lighting 
Abstract 
Rebuttal 

Phillips, D. R. — Uses of New Mercury 
Lamps ; 
Abstract 

Poehling, Henry J. — Harmony of Archi- 
tecture and Lighting at St. Louis Air 
Terminal Building (MMILJ) 

Polster, Edythe — Lighting Requirements 
for Older Workers (Discussion) 

Projector, Theodore H. — Effective Inten- 
sity of Flashing Lights 
Abstract ‘ 

New Developments in Short Arc Lamps 
(Discussion) 

Fluorescent Strip Runway Lighting (Dis- 
cussion) 

Putnam, Russell C. — Verification of the 
Interflection Tables — —_ 
Discomfort Glare at Low Adaptation 
Levels: Il — Off-Axis Sources —._ 
Discomfort Glare at Low Adaptation 
Levels — Multiple Sources (Abstract) - 


957 





Raab, George — Floodlighted Buildings 

(MMIL]}) 90 
Radford, Grant — Silhouette Display (MM 

ILJ) — 
Reid, Kirk M.— Vice-President’s Report - 
Retzer, Theodore C.— New Developments 

in Short Arc Lamps (Discussion) 56 
Riegert, Louis J.—Keeping Pace with 

Church Building Design 393 
Rosacker, Werner F.— Church Relighted 

(MMIL] 611 


Saussy, Hugh — Modern Bank (MMILJ) 
Schneider, Delwin — Industrial Area, Be- 
fore and Atter (MMILJ) 
Schnoll, Edwin —Control— The Key to 
Modern Residence Lighting (MMILJ) 
Schutrum, Lester F.— A Study of the Ex- 
traction of Heat from Fluorescent Lumi- 
naires in Air Cooled Rooms 
Abstract 

Schutver, Murry — Light and Architecture 
Rebuild a Bank (MMILJ) 

Seiter, George H. — Combination Mercury 
and Incandescent (MMILJ) 

Semple, William N. Precision 
Tasks (MMILJ) 

Skootsky, Harold — New Approach to High- 
way Tunnel Lighting 

Slauer, Richard G. — General Secretary Re- 

1957 


Secing 


ports 


2. 


Subject Index 
A 


1-17A; 2-15A; 3-14A; 4-16A 
5-20A; 6-32A; 7-28A; 8-37A 
9-61A; 10-43A; 11-40A; i2-14A 
Advanced Course, New York Section 4-9A 
Advanced Lighting Course, Florida — 5-15A 
A.1.A. Contest $-13A 
AID Design Competition 4-9A 
Allied Arts Program 6-26A; 6-33A 
7-24A; 11-12A; 12-12A 
Anniversary Conference Recorded on LP 1-8A 
Applied Lighting Course, Dallas 7-24A 
Architectural Awards, U. of Cincinnati 6-26A 
Architectural Competition, Ohio Valley 
Section 
Atlanta Residence Lighting Forum 
Atomic Power Projects 


About 


People 


6-33A 
5-8A 
4-13A 


Boards of Managers, 1957-1958 7-24A 
Books and Pamphlets, Reviews ~ 1-24A 
2-23A; 3-45A; 4-50A; 5-23A 
6-45A; 8-49A; 10-46A; 12-50A 
British Columbia Section Fundamentals 
Course 
British 1.E.S. Summer Meeting 


Cc 


California Lighting Course 
Canadian Regional Conference 
Chicago Lighting Institute New Head- 
quarters 11-32A; 12-14A 
Chicago Section TV Show 10-10A 
Clarke, Albert H. 11-39A 
Cleveland Enginecring Center — 10-7A 
CLI Spring Courses 5-19A 
CLI Wimer Courses nasi 1-12A 
Coastal Empire Chapter Chartered 8-11A 
Committee Personnel, List of 4-21A 
10-16A; 12-21A 
Correspondence School Training - 5 4-10A 
Council and Officers, List of 
1956-1957 
1957-1958 aindliien 
Courses in Illumination - 
2-9A; 2-10A; 2-15A; 
4-9A; 4-10A; 5-15A; 
7-24A: 7-28A; 9-23A; 


5-16A 
12-9A 


11-35A 
8-17A 


4-37A 
10-25A 
1-12A 
: $-14A 
5-16A; 7-23A 
10-7A; 10-10A; 11-35A 


1957 


Spencer, Domina Eberle — Effect of Furni- 
ture on the Coefficient of Utilization . 
Lighting Requirements for Older Work- 
ers (Discussion) 
Approximations and the 
Method (Abstract) 

Stawicki, Sigmund — Flashing Characteris- 
tics of Fluorescent Lamps (Discussion) 

Strahn, Harold — Calculating Coefficients 
for a Church Dome (MMILJ) 

Sturrock, Walter — A Study of the Extrac- 
tion of Heat from Fluorescent Lumi- 
naires in Air Cooled Rooms 
Abstract 

Summers, T., Jr. — Estimating the Cost of 
a Roadway Lighting System (Abstract) 


Interflection 


T 


Taylor, Alonzo — Composing 
lighted (MMILJ) 

Teele, Ray P. — Lighting Requirements for 
Older Workers (Discussion) 

Donald J. — Drafting 


Room Re- 


I heisen, Room 
(MMILJ) 

Thomas, M. J. B.— Phosphors for High 
Pressure Mercury Lamps 

Till, William S. — Development of DeLuxe 
Fluorescent-Mercury Lamps for Commer- 
cial and Specialized Lighting Applications 
(Abstract) 

Gilbert A.— New Approach to 

Tunnel Lighting 


T rosper, 
Highway 


V 


Very, M. C. — Relighting a Show Window 
with Results (MMILJ) 

Vinick, Bernard S. — Glamorizing With 
Light (MMILJ) 


W 


Waterman, Marshall N.—President’s Report 

Waymouth, John F.— Factors To Be Con- 
sidered in the Design of High Output 
Fluorescent Lamps 
Operating Parameters 
Fluorescent Lamps 
Efficiency of Electroluminescence 
cussion) 

Wenzler, O. F. — Practical 
Prediction (Abstract) 

Williams, J. R.— Measurements in 
lighted Classrooms in Arizona 

Wiseman, Robert Swern — Analysis of Ex- 
perimental Data for Interflectance Theory 


Y 


Young, John W.-— Application Experience 
with Mercury Vapor Lamps in Street 
Lighting Service (Abstract) 


Z 


Zaphyr, P. A.— Automatic Processing of 
Photometric Test Data for Street Light- 
ing Luminaires (Abstract) 


of High Output 
(Dis- 
Daylighting 


Day- 


LIGHTING NEWS 


D 


Deaths (See Obituary 

Directors, List of 
1956-1957 
1957-1958 


E 


Fast Central Regional Conference 
Editorial Excellence, 1957 Award of Merit 
Edmonton Chapter Lighting Course 
Edmonton Charter 
Election of Officers 

1957-1958 = 
Engineer Development Program - 
Engineering Center, Cleveland 
Engineering Student Enrollment 


F 


Fellows Elected, New 

Fellows, List of 

Fog Lighting Research 

French 1.8.8. Mecting 

Fundamentals Course, New York Section 

Fundamentals Course, University of 
Colorado 


G-E Science Fellowships 
Gold Medal Award 8-9A; 
Great Lakes Regional Conference 
Green Bay Study Club 


H 


Highway Lighting — Three-Day Course 
Highway Night Safety : 
Home Lighting Workshop, Arizona 
Housepower Program 


11-8A; 


1.E.S. Council and Officers, List of 
1956-1957 metynedeinantipesnins 4-30A 
1957-1958 a 10-25A 

1.E.S. Gold Medal 8-9A; 11-8A; 11-25A 

Illumination Courses, Eastern Pennsyl- 
vania on papas 

Inter-Mountain Regional Conference — 

International Commission on Illumina- 
tion (See CJ.E.) 

International Lighting Competition .- 4-10A 

9-11A; 12-12A 


7-23A 
6-21A 


2-7A 
2-18A 
8-32A 


ISCC Annual Meeting 
It Seems To Me 1-23A; 


4-50A; 7-4UA; 


K 


Krachenbuechl, John O. 


L 


Lamp and Lighting Forum 

Langmuir, Dr. Irving, Obituary 

Letters to the Editor (See It Seems to 
Me) 

Lighting Calendar (See Scheduled Events) 

Lighting Development Seminar, Portland 

W. F. Little Retires 

Lowry, E. F., Obituary 

Lowry (E. F.) Scholarship Fund 


M 


Merit Award for I.E. Excellence 

Michigan Section Newsletter 

Midwestern Regional Conference 

Milwaukee Section Commercial/Industrial 
Course . 

MMILJ Competition Winners 


8-9A; 11-25A 


7-23A 
10-15A 


National and Local Officers, List of 
1956-1957 
1957-1958 10-25A 
National Electrical Week 6-31A; 10-10A 
National Lighting Bureau (See Certified 
Lighting Program) 
National Lighting Exposition : 
National Technical Conference, 1957, 
Report on , 
National Technical Confere..c. Program 
National Wiring Bureau New Name - 
New Approach Lighting System — 
New Equipment Data 140A; 
New Members, List of -- 1-26A; 2-42A 
8-46A; 4-50A; 5-23A; 6-48A 
7-40A; 8-50A; 11-42A; 12-52A 
New York Forum Series — 2-10A 
New York Section Architectural Contest. 6-31A 
New York Section Clinic ~ - 2-9A 
Northeastern Regional Conference 8-22A 


4-30A 


8-29A 


11-7A 
11-25A 
9-18A 
5-19A 
9-62A; 10-34A 


News Index 5 





0 


1-23A; 2-10A 
632A; 8-37A; 10-15A 
on Conference 
ria) Forum 


S-45A 
11-304 
1-8A 
HUA 


Obituaries 


Occupational * 
Office and In 
Officers and i «a 
1956. 195% 4-3WA 
1957.19%8 10-254 
Out-of Print i 2 415A 


. ot of 


P 


Pacitfy Northwest Aegional Conference 
Pane! Die 
Palmetto Saoirse 
Plastics 


6-74 
4-10A 
O-1I1A 
12-9A 


mio, ‘suthwestern Section 
< barter 
11-364 


t eetie 


Regional Vice Presidents 
1956. 1957 
1957-1958 


List of 


A 


ABRAHAM, City 


ami Comvent Ave 


College of 
New York 


*BRAMOWIIZ 
New Vork | Voth 
a, N.Y 

Nomem lature Committee 
ACKENDORE, WILLIAM P.. Niagara Mohawk 
Power Corp., 595 Washington St., Buffalo, N. Y 
Western New York Section, 1957 


1956. 1958 


Chairman 
1o58 
ADAMS, FE 
Heights, Ohio 
Nomenclature Committee, 1956-1958. 
ADRIAN, W.M., Luminator Inc., 120 N. Peoria 
St.. Chicago 80, Ill 
Chairman, Marine Transportation Subcommit 
tee of the Committee on Public Convevances, 
Interior Lighting, 1956-1957; Member, 1957 
1058 
AKE, 
Conn. 
Store Committee 
ALBACH, CARL, 
New Mexico. 
Allied Arts Committee, 1956-1958. 
ALDEN, P. M., Philadelphia Electric Co., 211 
South Broad St.. Philadelphia 5, Pa. 
Committee on Student Membership, 1956-1958 
ALEXANDER, H. W 
Subcommittee on Hospitals of the Institutions 
Committee, 1956-1958. 
ALLEN, CARL J., General 
Park, Cleveland 12, Ohio. 
Chairman, Subcommittee on Revision § of 
School Handbook Section of the School Com 
mittee, 1956-1958; Secretary, School Commit- 
tee, 1956-1958; Secretary, Cleveland Section, 
1956-1957; Subcommittee on Lower Ceiling 
Classrooms of the Davlighting Committec, 
1956-1957 
ALLEN, P. K., General Electric Co., P.O. Box 
7427, Baltimore, Md 
Chairman, Maryland Section, 1957-1958. 
ALLEN, ROBERT, Westinghouse Electric Corp., 
Merchandise Mart Plaza. Chicago 34, Tl. 
Committee on Fducation, 1957-1958; Subcom 
mittee to Revise IES Courses on Lighting Fun 
damentals and Design of the Committee on 
Lighting Education, 1956-1957. 
ALLISON, R. C., The T. Eaton Co., Ltd., To 
ronto 1, Ont. 
Chairman, Committee on Color, 1957-1958; 
Store Committee, 1956-1958; Progress Commit 
tee, 1957-1958: Conference Executive Commit 
tee, 1957-1958 
ALLPHIN, WILLARD, 
ucts Inc., Salem, Mass 
Board of Fellows, 1957-1958; Committee on 
Quality and Quantity of Mlumination, 1956- 
1958; School Committee, 1956-1958. 


Clement Drive, Maple 


Q., 5525 


ITED, The Miller Company, Meriden, 
1957-1958 


P.O. Box 4235, Santa Fe, 


Electric Co., Nela 


Sylvania Electric Prod 


6 Personnel Index 


Residential Lighting Forum Organized in 
Dallas 

RLM News Letter 

Rocky Mountain Full-Day 


S 
Safe Driving Tips 
St. Maurice Valley Chapter Charter Night 
Scheduled Events 1-124; 
8-9A; 5-9A; 6-28A; 
9-17A; 10-15A; 11-354; 
Section and Chapter Officers, List of 
1956-1957 
1957-1958 
Shebovgan Meeting, Milwaukee Section 
Social Security Changes 
South Pacific Regional Conference 
South Plains Chapter 
Southwestern Regional Conference 
Southwestern Section Lighting Course 
Standards Conference, West Coast 


Meeting 


3. PERSONNEL 


Personne! Listing of 1956-1957 and 1957-1958 national and local officers, committees. 
The 1957-1958 listing is complete as of December 12, 1957 For later appoint- 
ments, see index to 1958 or committee listings in ILLUMINATING ENGINEERING. 


ALMOND, R., Almond Electric Co., 1005 E. 4th 

St., Box 571, Tulsa, Okla. 

Secretary, Oil Capital Section, 1957-1958. 
ALMRYDE, A. S., Commonwealth Edison Co., 
305 Washington St., Waukegan, Ill 

Handbook Revision Committee, 1956-1958; 

Office Committee, 1956-1958; Committee on 

Constitution and By-Laws, 1956-1957. 
AMICK, C. L., Day-Brite Lighting, Inc., S411 
Bulwar Ave., St. Louis, Mo. 

Chairman, National Technical 

1957-1958 Office Committee, 

Handbook Revision Committec, 

Membership Committee, 1956-1957. 
ANDERSON, GEORGE, JR., Philadelphia Elec 
tric Co., 21! South Broad St., Philadelphia 5, Pa 

Subcommittee on Technical Data Sheets of the 

Publications Committee, 1956-1958. 
ANDERSON, HERBERT A., Duro-Test Corp., 
25321 Hudson Blvd., N. Bergen, N. J. 

Chairman, New York Section, 1957-1958; Com 

mittee on Light Sources, 1956-1958; Progress 

Committee, 1956-1958. 

ANDRE, SAYLORS J., Georgia Power Co., 15 

Forsythe St., Atlanta, Ga. 

Secretary, Georgia Section, 1957-1958. 
ANGIER, JAMES F., 14 Valley View 
Washington 12, D. C. 

Chairman, Committee on Elements of Signal 

Lighting, 1957-1958; Aviation Lighting Com 

mittee, 1956-1958; Subcommittee on Approach 

Lighting of the Aviation Committee, 1956 

1958; Chairman, Subcommittee on Definitions 

and Terms of the Aviation Committee, 1956 

1958; Subcommittee on Papers of the Aviation 

Committee, 1957-1958; Papers Committee, 

1956-1957. 
ARENBERG, 
Chicago, Tl. 

Committee on Public Conveyances — Interior 

Lighting, 1956-1958; Subcommittee on Land 

Transportation of the Committee on Public 

Conveyances, 1956-1958. 

ARNER, W. J., Libbey-Owens-Ford Glass Co.., 

1701 East Broadway, Toledo 5, Ohio. 
Daylighting Committee, 1956-1958; Subcom 
mittee on Revision of Recommended Practice 
for Daylighting, 1957-1958; Subcommittee on 
Brightness Ratio Measurement of the Day- 
lighting Committee, 1956-1958. 

ASHE, F. C., Kopp Glass, Inc., Swissvale, Pa. 
Chairman, Subcommittee on Bibliography of 
the Aviation Committee, 1956-1958; Aviation 
Lighting Committee, 1956-1958. 

ATHERTON, C. A., Route 1, Concord, N. H. 
Allied Arts Committee, 1956-1957. 

AVERY, B. F., General Electric Lamp Division, 

165 N. Canal St., Chicago 6, Il. 


Conference, 
1956-1958; 
1956-1957; 


Ave.. 


4. L., Luminater Inc., Box 6200A, 


12-7A 
5-10A 
5-15A 
10-43A 


Store Lighting Conference 

Street Lighting Forum, Montreal 

Street Tree and Utility Conference 2-74; 
Student Membership Committee 


T 


Technical Manpower Meeting 
Toronto Section Fundamentals Course 
Twin Cities Lighting Fair 5-12A; 


U. 8S. Representatives for C.1.E. 


WwW 


Wiring Design Course 
Wyatt, Frank D. 


Y 


Yale Traffic Training Program 


Secretary, Chicago Section, 1957-1958; Com- 
mittee on Education, 1956-1958; Subcommit- 
tee to Revise IES Courses on Lighting Fun- 
damentals and Design, 1956-1957; Institutions 
Committee, 1957-1958. 


BABCOCK, ROBERT D., General Electric Lamp 
Division, 185 Church St., New Haven, Conn. 

Lighting Service Committee, 1957-1958; Chair 

man, Connecticut Section, 1957-1958. 
BACALAR, A. M., Luminous Ceilings Inc., 2500 
W. North Ave., Chicago, Il. 

Committee on Education, 1956-1958; Subcom- 

mittee to Revise IES Courses on Lighting 

Fundamentals and Design, 1956-1957. 
BAHLS, FRED, Philadelphia Electrical & Mfg. 
Co., 1200-36 N. Sist St., Philadelphia 21, Pa. 

Subcommittee on Service Stations and Parking 

Areas of the Store Committee, 1956-1958. 
BAILES, EDMUND F., 3518 Farthing Dr., Silver 
Spring, Md. 

Secretary, Capital Section, 1957-1958. 
BAKEMAN, C. T., 445 Bryant St., San Francis- 
co, Calif. 

Office Committee, 
BAKKE, O 

Subcommittee on Aircraft Exterior Lighting of 

the Aviation Committee, 1957-1958. 
BALDWIN, DAVID M., Institute of Traffic En 
gineers, 2029 K St.,. N.W., Washington, D. C. 

Roadway Lighting Committee, 1957-1958. 
BALE, JAMES R., Westinghouse Electric Corp., 
1216 West 58th St., Cleveland 1, Ohio 

Sports and Recreational Areas Committee, 

1956-1958: Subcommittee on Service Stations 

and Parking Areas of the Store Committee, 

1957-1958. 

BALL, EDWARD L., JR., Convair, Fort Worth 
Division, Fort Worth, Texas. 

Subcommittee on Aircraft Cockpit Lighting of 

the Aviation Committee, 1956-1958. 

BALL, WALTER L., Stone and Webster Engi- 
neering Corp., 49 Federal St., Boston, Mass. 

Chairman, New England Section, 1957-1958; 

Lighting Service Committee, 1957-1958. 
BALLARD, R. E., Connecticut Light & Power 
Co., P.O. Box 2010, Hartford, Conn. 

Subcommittee on Luminaire Maintenance of 

the Roadway Committee, 1957-1958. 
BALOGH, EDWARD, Sunbeam Lighting Co., 
777 E. t4th Place, Los Angeles 21, Calif. 

Industrial Committee, 1957-1958. 

BANTON, JAMES A., Tampa Electric Co., 
Tampa. Fila. 

Vice-President, 

1958: Regional 

1958. 


1956-1958. 


1957- 
1957- 


Southeastern Region, 
Activities Committee, 


1957 





BARBROW, L. E., National Bureau of Stand 

ards, Washington 25, D.C. 

Papers Committee, 1956-1958; Committee on 

Constitution and Procedures, 1957-1958; Day 

lighting Committee, 1956-1958; Committee on 

Light Sources, 1956-1958; Nomenclature Com 

mittee, 1956-1958; Committee on Standards of 

Quality and Quantity for Interior Ulumina 

tion, 1956-1957; Subcommittee on Review of 

Editorial Content of the Publications Commit 

tee, 1956-1958 
BARNES, JAMES, Pacific Gas & Electric Co., 
P.O. Box 540, San Rafael, Calif. 

Chairman, Subcommittee on Sawmills of the 

Industrial Committee, 1956-1958. 

BARNES, RICHARD W., RR #2, Box 279, 

San Antonio, Texas. 

Secretary, Alamo Section, 1957-1958. 

BARR, A. C., General Electric Co., Nela Park, 

Cleveland, Ohio. 

Finance Committee, 1957-1958. 

BARR, WILLIAM G., National Parking Asso 

ciation, Jil I4th St., N.W., Washington 5, 

b.Cc. 

Subcommittee on Service Stations and Parking 

Areas of the Store Committee, 1956-1958. 
BARRY, BART. D., JR., Western Mass. Electric 
Co., 65 State St., Springfield, Mass. 

Secretary, Yankee Chapter, 1956-1958. 
BARTELT, J. A., Dept. of the Navy, Bureau of 
Aeronautics, Code EL-S 211, Washington 25, 
D.C. 

Chairman, Searchlight Committee, 1956-1957; 

Committee on Elements of Signal Lighting, 

1956-1957; Chairman, Executive Subcommittee 

of Searchlight Committee, 1956-1957; Subcom 

mittee on Revision of Handbook, Searchlight 

Committee ,1956-1957. 

BARTLEY, E., Grimes Mfg. ©o., 515 N. Russell, 

Urbana, Ohio. 
Subcommittee on 
of the Aviation 
1958. 

BATEMAN, J. W., Canadian General Electric 

Co. Ltd., 212 King St. W., Toronto, Ont. 
Chairman, 1958 Conference Executive Com 
mittee, 1957-1958; Co-Chairman, Defense Co 
ordinating Committee, 1956-1958; Committee 
on Sports and Recreational Areas, 1956-1958; 
National Technical Conference Committee, 
1956-1958; Representative to Canadian Na 
tional Committee of C.1.F., 1957-1958. 

BATES, F. C., Bates Engineering Co., 

Main St., Salt Lake City, Utah. 
Chairman, Utah Section, 1957-1958. 

BATES, FORD, Omaha Public Power District, 

718 Electric Power Bldg., Omaha 2, Nebr. 
Chairman, Cornhusker Chapter, 1956-1957. 

BAUER, J. S., Penn Wire Glass Co., Philadel 

phia 3, Pa. 

Subcommittee on Interior Lighting — Land 

Transportation of the Committee on Public 

Conveyances — Interior Lighting, 1956-1958. 
BAUMGARTNER, G. R., General Electric Co., 
Nela Park, Cleveland 12, Ohio. 

Committee on Light Control and Equipment 

Design, 1956-1958. 

BEADLE, THEO. W., Washington Water Power 

Co., P.U. Drawer 1445, Spokane 10, Wash. 
Secretary, Island Empire Chapter, 1956-1957. 

BEAGLE, H. S., Electrical Testing Laboratories, 

New York, N. Y. 

Subcommittee on Luminaire Maintenance of 

the Committee on Street and Highway Light 

ing, 1956-1958; Pavement Surfaces Subcom 
mittee of the Committee on Street and High- 

way Lighting, 1956-1957. 

BEALS, G. W., The Miller Co., Meriden, Conn. 
Committee on Constitution and Procedures, 
1957-1958; Advance Planning Committee, 1956- 
1958; Chairman, Committee on Procedures and 
Policies, 1956-1957; Advisory Board to the 
President, 1956-1957. 

BEAR, WILLIAM P., 8344 Lullaby Lane, Pana- 

rama City, Calif. 

Historical Committee, 1956-1958. 

BEAZLEY, W. P., Northern Electric Co., Ltd., 

1000 Guy St., Montreal, Que. 

Chairman, Montreal Section, 1957-1958. 
BEEK, WALTER E., B. C. Electric Co., Ltd., 
820 Pandora Ave., Victoria, B. C. 

Secretary, Vancouver Island Chapter, 

1958. 

BEGGS, E. W., Westinghouse Electric Corp., 

Bloomfield, N. J. 

Subcommittee on Color Rendition of the Light 


Aircraft Cockpit Lighting 
Lighting Committee, 1956 
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1956- 


1957 


Sources Committee, 1956-1958; Progress Com 
mittee, 1956-1958 

BELDEN, STEWARI 
Searchlight Comm.ttce, 1956-1958; Light 
Sources Subcommittee of the Searchlight Com- 
mittee, 1957-1958. 

BELTZ, LESTER L., Ford Motor 

Box 2053, Dearborn, Mich. 
Motor Vehicle (Exterior) 
1958. 

BENSON, ANITA, Northland Electric 
Co., 521 S. 10th St., Minneapolis, Minn. 
Committee on Residence Lighting 

1956-1957. 
BENSON, BENJAMIN 5&., JR., Benjamin Elec 
tric Mfg. Co., Des Plaines, Il. 
Chairman, Committee on Quality and Quan 
tity of Illumination, 1957-1958; Papers Com- 
mittee, 1957-1958; Vice-Chairman, Papers Com- 
mittee, 1956-1957; Subcommittee on Service 
Station and Parking Areas, 1956-1957; Task 
Committee on Sign Lighting, 1956-1957; 
Chairman, Committee on Iliumination Per- 
formance Recommendations, 1956-1957; Sub 
committee to Revise LES Courses on Lighting 
Fundamentals and Design of Education Com- 
mittee, 1956-1957; Chairman, Committee on 
Design Practice, 1956-1957; Sports and Recrea- 
tional Areas Committee, 1956-1957; LES-US 
Public Health Service Committee, 1956-1957; 
Subcommittee on Review of Editorial Content 
of the Publications Committee, 1956-1958. 
BERDON, 5S. C., New Orleans Public Service 
Inc., 317 Bayonne St., New Orleans 12, La. 
Chairman, New Orleans Section, 1956-1957. 
BERG, JOHN C., B. A. Travis & Associates, 
107 Medical Arts Bldg., Seattle, Wash. 
Chairman, Puget Sound Section, 1957-1958. 
BERRY, C. J., 
Baltimore, Md. 
Lighting Service Committee, 1956-1957. 
BER TSCHE, RALPH H., GMC Truck & Coach 
Division, General Motors Corp., 660 So. Boule- 
vard East, Pontiac, Mich. 
Subcommittee on Interior 
Transportation of the Committee on 
Conveyances, 1956-1958. 
BEVAN, ROY E., Sylvania Electric Products, 
Inc., 6505 E. Gayhart St., Los Angeles, Calif. 
Chairman, Southern California Section, 1957 
1958. 
BIESELE, R. L., JR., 
Mass. 
Papers 


Company, 


Committee, 1956 


Supply 


Forums, 


Baltimore Gas & Electric Co., 


Lighting — Land 
Public 


Fenwal, Inc., Ashland, 

1957-1958; Daylighting 
Committee, 1956-1958; School Committee, 
1956-1958; Committee on Education, 1956 
1957; Technical Content Subcommittee of the 
Publications Committee, 1957-1958. 

BLACKWELL, H. R., University of Michigan, 

Ann Arbor, Mich. 

Defense Coordinating Committee, 1956-1958; 

Committee on Standards of Quality and Quan- 

tity for Interior Illumination, 1956-1957; 

Committee on Elements of Signal Lighting, 

1956-1957. 

BLEECKER, ANTHONY L., Philadelphia Elec 

tric Co., 1015 Chestnut St., Philadelphia 5, Pa. 

Subcomittee on Churches of the Institutions 

Committee, 1956-1958. 

BLEISCH, NELSON J., Union Electric Co., 315 

N. 12th St., St. Louis 1, Mo. 

Residence Lighting Data Sheet Subcommittee 

of the Publications Committee, 1956-1957; 

Contributing Subcommittee of the Publications 

Committee, 1957-1958. 

BLINKILDE, P. J., Chrysler Corp., Box 1118, 

Detroit 31, Mich. 
Motor Vehicle 
1958. 

BLITZER, W. F., Lightolier Inc., Jersey City 5, 

N. J. 

Residence Lighting Committee, 1956-1958. 
BLYTHE, JAMES D., Indianapolis Power & 
Light Co., 25 Monument Circle, Indianapolis 
6, Ind. 

Roadway Committee, 1957-1958. 

BOCK, J. E., 6 Irving Rd., Scotia 2, N. Y. 
Committee on Testing Procedures for Illumi- 
nation Characteristics, 1956-1958; Subcommit- 
tee on Guide for Photometric Testing of Out- 
door Fluorescent Luminaires, 1956-1957; Sub- 
committee on Guide for Photometry of Search- 
lights, 1956-1957. 

BODKIN, W. N., Philadelphia Transportation 

Corp., 820 Dauphin St., Philadelphia, Pa. 


Committee, 


(Exterior )Committee, 1956- 


Land 
Public 


Subcommittee on Interior Lighting, 
Transportation of the Committee on 
Conveyances, 1956-1957. 

BOGGS, J. C., Ft. Belvoir, Va 
Liaison Representative, Searchlight Committee, 
1957-1958; Visibility of Targets Subcommittee 
of the Searchlight Committee, 1957-1958. 

BOGHOSIAN, ERNEST, Dept. of the 

Bureau of Ships, Washington 25, D. ¢ 
Chairman, Committee on Public Conveyances 
(Interior), 1956-1958; Committee on Quality 
and Quantity of Illumination, 1957-1958; 
Aviation Lighting Committee, 1956-1958; Sub 
committee on Marine Transportation, 1956 
1958; Subcommittee on Aviation Lamps, Mini 
ature and Large, 1956-1958; Subcommittee on 
Revision of Handbook of Searchlight Com 
mittee, 1956-1958; Executive Subcommittee of 
Searchlight Committee, 1956-1958; Chairman, 
Nomenclature Subcommittee of Searchlight 
Committee, 1956-1958. 

BOOTH, WARREN W., General Electric Supply 

Co., 1260 Boston St., Bridgeport 8, Conn. 
Sustaining Membership Committee, 1957-1958; 
Finance Committee, 1956-1957. 

BOURDON, D. J., Amalgamated Electric Corp. 

Lid., 677 Notre Dame Ave., Winnipeg, Man., 

Canada. 

Chairman, Winnipeg Chapter, 1956-1957. 
BOURGEOIS, HARRY W., General Electric Co., 
Lamp Division, 4800 River Road, New Orleans, 
La. 

Chairman, 

1957. 
BOWEN, JOHN, 139 Justin, Shreveport, La. 

Secretary, Ark-La-Tex Chapter, 1956-1957 
BOX, P. C., Trafic Dept., City Hall, 12th & 
Oak, Kansas City, Mo 

Roadway Lighting Committee, 1957-1958; Co 

ordinating Subcommittee of Roadway Lighting 

Committee, 1957-1958. 

BOYD, R. A., Research Engineering Institute 

University of Michigan, Ann Arbor, Mich. 
Chairman, Coordinating Subcommittee of the 
Committee on Davlighting, 1956-1958; Day 
lighting Committee, 1956-1958; Subcommittee 
on Availability of Daylight (Exterior) of the 
Daylighting Committee, 1956-1958; Subcom 
mittee on Brightness Ratio Measurement of 
the Daylighting Committee, 1956-1958; Hand 
book Revision Subcommittee of School Light 
ing Committee, 1956-1957. 

BOYDEN, JAMES P., JR., Westinghouse Fle« 

tric Corp., 306 Fourth Ave., Pittsburgh 30, Pa. 

Chairman, Pittsburgh Section, 1956-1957. 
BOYLEN, ALFRED, Klieg! Bros., 321 W. 50th 
St., New York 19, N. Y¥ 

Subcommittee on Theaters of the Institutions 

Committee, 1956-1957; TES-SMPTE = Joint 

Committee on Equipment Performance Ratings, 

1956-1957. 

BOYLES, LLOYD, Oklahoma Gas & Electric Co., 

$21 No. Harvey, Oklahoma City, Okla. 

Chairman, Central Oklahoma Chapter, 1957- 

1958; Secretary, Central Oklahoma Chapter, 

1956-1957. 

BRADLEY, R. D., Day-Brite Lighting Inc., 5411 

Bulwer Ave., St. Louis 7, Mo. 

Committee on Testing Procedures for Ilumi- 

nation Characteristics, 1956-1958; School Com- 

mittee, 1956-1958; Committee on Maintenance, 

1956-1958; Subcommittee on Guide for Bright- 

ness Measurements of Testing Procedures 

Committee, 1956-1958; Handbook Revision 

Subcommittee of School Committee, 1956-1957; 

Chairman, Subcommittee on Practical Guide 

to Photometry of the Testing Procedures Com- 

mittee, 1957-1958. 

BRADY, F. B., Mills, Petticord & Mills, 3508 
14th St., N. W., Washington 10, D. C. 
Aviation Committee, 1956-1958. 

BRAINERD, A. A., Star Route, Erwinna, Pa. 
Committee on Maintenance, 1956-1958; Day 
lighting Committee, 1956-1958; Industrial 
Committee, 1956-1958. 

BRAMLEY, C. §S., General 

York, N. Y. 

Committee on Television — Lighting for Pro- 

duction, 1956-1957. 

BRECKENRIDGE, F. C., National Bureau of 

Standards, Washing 25, D. Cc. 

Aviation Committee, 1956-1958; Subcommittee 

on Papers of the Aviation Committee, 1956- 

1958; Papers Committee, 1956-1958; Chairman, 

Committee on Elements of Signal Lighting, 


Navy, 


Tennessee Valley Section, 1956 


Electric Co., New 
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1956-1957 Technical Content Subcommittee 
of the Publications Committee, 1957-1958. 
BRAUSEWITIZ, M.H., Wisconsin Electric Power 

Co., 251 W. Michigan St., Milwaukee, Wis. 
Secretary, Milwaukee Section, 1956-1957. 
BRIGGS, MAXINE, Hunzicker Brothers, 105 E. 
California, Oklahoma City, Okla. 
Secretary, Central Oklahoma Chapter, 
1958. 
BROCARD, MRS. TULA, Dept. of Health, 
Education and Welfare, Washington 25, D. C. 
IES-US Public Health Service Committee, 
1956-1958. 
BRODEUR, A. C., JR., Western Massachusetts 
Electric Co., 75 State St., Springfield, Mass. 
Lighting Service Committee, 1957-1958; Chair- 
man, Yankee Chapter, 1956-1957. 
BROOM, M. E., Southern College of Optome 
try, 1246 Union Ave., Memphis 4, Tenn. 
Committee on Student Membership, 1957-1958. 
BROITZMAN, R. P., Philadelphia Electric Co., 
2501 Market St., Philadelphia, Pa. 
Committee on Street and Highway Lighting, 
1956-1957; Subcommittee on Luminaire Main 
tenance of the Committee on Street and High 
way Lighting, 1956-1957; Mercury Vapor 
lamp Subcommittee, Street and Highway 
Lighting, 1956-1957; Roadway Lighting Com- 
mittee, 1957-1958; General Light Sources Sub- 
committee, Luminaire Maintenance Subcom 
mittee of the Roadway Committee, 1957-1958. 
BROWDER, |. B., Georgia Power Co., 75 
Marietta St.. N. W., Atlanta, Ga. 
Vice-President, 1957-1958; Advisory 
the President, 1957-1958; Council 
Committee 1956-1958; Chairman, 
Activities Committee, 1957-1958; 
Technical Conference Committee, 
Treasurer, 1956-1957; Finance, 1956-1957; 
Trustees Headquarters Retirement Pension 
Plan, 1956-1957; Chairman, 1957 Conference 
Executive Committee; Constitution and By 
Laws Committtee, 1956-1957; Task Subcom- 
mittee of the National Technical Conference 
Executive Subcommittee, 1957-1958 . 
BROWN, D. B Co., 
N.Y. 
Subcommittee on Service Stations and Parking 
Areas of the Store Committee, 1956-1958; 
Committee on Sports and Recreational Areas, 
1956-1958; Subcommittee on Outdoor Produc 
tion Areas of the Industrial Committee, 1956 
1957. 
BROWN 
ton, Conn. 
Membership Committee, 1956-1958 
BROWN, LELAND H., Stanford 
Stanford, Calif 
Board of Fellows, 1957-1958: School Commit- 
tee, 1957-1958; Committee on Education, 1956- 
1958 
BROWN, R. B.. JR., Boston Edison Co., 39 
Boviston St., Boston 12, Mass. 
Defense Coordinating Committee, 
National Technical Conference 
1956-1957 
BROWN, ROBERT W., Cincinnati Gas & Elec- 
Cincinnati, Ohio. 
Allied Arts, 1956-1957. 
Georgia Power & Light Co., 


1957- 


Board to 
Executive 
Regional 
National 
1956-1958; 


Crouse. Hinds Syracuse, 


FRANK F., JR., Box 416, Farming 


University, 


1956-1958; 
Committee, 


tric Co 
Committee on 
BRUNING, A. H 
Valdosta, Ga 
Chairman 
1957 
BRUUN 
N. J. 
General Board of Examiners, 1956-1958 
BUCHER, R. S., Philadelphia Electrical & Mfg. 
Co., 1236 N. Sist St., Philadelphia 21, Pa. 
Roadway Lighting Committee, 1956-1958; 
Street and Highway Committee, 1956-1957; 
Subcommittee on Central Station Properties 
of the Industrial Committee, 1956-1957; Photo- 
graphic Studies Subcommittee of Street and 
Highway Lighting, 1956-1957; Coordinating 
Subcommittee of Roadway Committee, 1957- 
1958 
BUCK, G. B., 
ver, Colo. 
Membership Committee, 1957-1958. 
BUCKLER, D. A., Green, Bladenstein, Russell, 
Assoc., 222 Osborne St., North, Winnipeg, Man. 
Chairman, Winnipeg Chapter, 1957-1958. 
BULL. H. S., University of Michigan, Ann Ar- 
bor, Mich. 
Daylighting Committee, 


Suwannee River Chapter, 1956- 


SVEND, 626 Frederick Ridgewood, 


JR., General Electric Co., Den- 


1956-1958. 
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BURRIS, MERLE, Jr., lowa Public Service Co., 
Sioux City, lowa. 

Secretary, Cornhusker Section, 1957-1958. 
BURTON, R. B., SR., 4 Goulart Ave., Bristol, 
R. 1. 

Historical Committee, 1956-1958. 

BUSH, L. R., Bush-May & Associates, 26 Peach- 
tree Pl, N.W., Atlanta, Ga. 

Progress Committee, 1957-1958. 

BUTLER, KEITH H., Sylvania Electric Prod- 
ucts Inc., Salem, Mass. 

Committee on Light Sources, 1957-1958. 
BUTLER, T. W., Hub Electric Company, Inc., 
2255 W. Grand Ave., Chicago 12, Il. 

Subcommittee on Theaters of the Institutions 

Committee, 1956-1957. 

BUTTOLPH, L. J., | Columbia Ave., Cliffside 
Park, N. J. 

Subcommittce on Hospitals of the Institutions 

Committee, 1956-1958. 

BUZAN, MILTON, Day-Brite 

‘411 Bulwer St., St. Louis 7, Mo. 
Secretary, Committee on Light Control and 
Fquipment Design, 1956-1958. 


Cc 


4a29 W. 


Lighting Inc., 


CAHILL, L. J. 220th St., Fairview 
Park 26, Ohio. 

IES-US Public 

1956-1958. 
CALLAGHAN, W. D., 
fense, Ottawa, Ont. 

Aviation Committee, 1956-1958. 
CAMPBELL, R. N., Campbell Leppard. Box 
533538, Station “A,” Greenville, S$. C. 

Chairman, Palmetto Chapter, 1956-1957. 
CAPPS, JOHN §S., Underwriters’ Laboratories, 
Inc., 207 E. Ohio St., Chicago 11, Ill. 

Subcommittee on Plastics (IES-SPI-NEMA) of 

the Committee on Light Control and Equip- 

ment Design, 1956-1957. 

CARDO, JAMES J., Independent Electric Sup- 
ply Co., Inc., 220 W. Ist St., Charlotte, N. C. 

Chairman, Tar Heel Section, 1957-1958. 
CARLON, LEONARD J., Albert Sechrist Mfg. 
Co., 4999 Acoma, Denver 16, Colo. 

Chairman, Rocky Mountain Section, 1956-1957. 
CARLSON, FRANK E., General Electric Co., 
Nela Park, Cleveland 12, Ohio. 

Subcommittee on Marine Transportation of 

the Committee on Public Conveyances, 1956- 

1958; Subcommittee on Aviation Lamps 

(Large) of the Aviation Committee, 1956-1958; 

Searchlight Committee, 1956-1958; L[ES-SMPTE 

Joint Committee on Equipment Performance, 

1956-1957; Light Sources Subcommittee of the 

Searchlight Committee, 1956-1958. 
CARPENTER, W. E., Westinghouse Electric 
Corp., Bloomfield, N. J. 

Motor Vehicle (Exterior) 

1958. 

CARPENTER, WILLIAM P., Superior Electric 
Co., 83 Laurel St., Bristol, Conn. 

Secretary, Connecticut Section, 1957-1958; 

Committee on Light Sources, 1956-1958. 
CARR, JOHN E., General Electric Co., 140 
Federal St., Boston, Mass. 

Secretary, New England Section, 1957-1958. 
CARROLL, H. F., Pennsylvania Power & Light 
Co., 901 Hamilton St., Allentown, Pa. 

Subcommittee on Central Station Properties of 

the Industrial Committee, 1956-1957. 
CARSON, WILLIS F., Commonwealth Edison 
Co., 72 W. Adams St., Chicago, TI. 

Chairman, Chicago Section, 1957-1958. 
CARSWELL, W. E., University of Toronto, 
Canada. 

Color Committee, 1957-1958. 

CARYL, ROBERT, Dononue & Caryl, 
Lowell Ave., Svracuse, N. Y 

Secretary, Central New York Section, 

1958. 

CASPERSON, R. C., Dunlap & Associates Inc., 
429 Atlantic St., Stamford, Conn. 

Subcommittce on Seadrome Lighting of the 

Aviation Committee, 1956-1958. 

CAVERLY, D. P., Harvey Hubbell Inc., Bridge- 
port, Conn. 

Store Committee, 1956-1958. 

CHAMBERS, J. R., Appleton Electric Co., 1701 
Wellington Ave., Chicago, Il. 

Treasurer, 1957-1958; Council Executive Com- 

mittee, 1957-1958; Advisory Board to Presi- 

dent, 1957-1958; Chairman, Public Relations 
and Information Committee, 1956-1955; Trus- 
tees, Headquarters Retirement Pension Pian, 


Health Service Committee, 


Dept. of National De- 


Committee, 1956- 


300 S. 


1957- 


1957-1958; Publications Committee, 1956-1958; 

Finance Committee, 1957-1958; Progress Com- 

mittee, 1956-1957; Industrial Committee, 1956- 

1957; Lighting Service Committee, 1956-1957. 
CHARLESWORTH, SAMUEL W., 706 Forest 
Glen Rd., Silver Spring, Md. 

Chairman, Capital Section, 1957-1958. 
CHASSAING, BROOKS, Chassaing Brothers — 
Lighting, 7603 Forsythe Blvd., Clayton, Mo. 

Director, 1956-1958; Chairman, Membership 

Committee, 1956-1958; Committee on Sustain- 

ing Membership, 1956-1957; National Techni- 

cal Conference Committee, 1957-1958; Publi- 
cations Committee, 1956-1958; Chairman, Pub- 
lication Sales Subcommittee of the Publica- 

tions Committee, 1957-1958 
CHORLTON, J. M., Board of Education, 155 
College St., Toronto 2B, Ont., Canada. 

Chairman, School Committee, 1957-1958; 

Committee on Quality and Quantity of Illu- 

mination — Recommendations for, 1957-1958; 

Chairman, Toronto Section, 1957-1958. 
CHUBB, L. W., JR., Polaroid Corp., 730 Main 
St., Cambridge 39, Mass. 

Motor Vehicle (Exterior) Committee, 

1958. 

CHURCH, ERIC H., Lighting Products Inc., 
1549 W. Park Ave., Highland Park, Ill. 

Committee on Light Control and Equipment 

Design, 1956-1958; Office Committee, 1957- 

1958; Chairman, Chicago Section, 1956-1957; 

Regional Publications Representative, 1956- 

1957. 

CHURCHILL, R. D., General Electric Co., Nela 
Park, Cleveland 12, Ohio. 

Committee on Light Sources, 1956-1958. 
CISCO, S. E., Ebasco Services, Inc., 2 Rector St., 
New York 6, N. Y. 

Advisory Member, Roadway Lighting Commit- 

tee, 1957-1958. 

CLAFFEY, HARRY W., JR., General Electric 
Co., 1115 Circle Tower Bidg., Indianapolis, Ind. 

Secretary, Indiana Section, 1956-1957. 
CLARK, C. N., General Electric Company, Nela 
Park, Cleveland 12, Ohio. 

Subcommittee on Color Rendition of the 

Committee on Light Sources, 1956-1958. 
CLARK, FRANCIS, Lighting Services, 515 Meri- 
dan Road, Waterbury, Conn. 

Chairman, Maintenance Committee, 1956-1958. 
CLARK, FRANK, Hanovia Chemical & Mfg. 
Co., 100 Chestnut St., Newark 5, N. J. 

Light Sources Committee, 1957-1958. 

CLARK, G. W., Sylvania Electric Products Inc., 
Wheeling, W. Va. 

Chairman, Committee on Design Practice, 

1956-1958; Committee on Nomenclature, 1956- 

1957; Committee on Handbook Revision, 1956- 

1958. 

CLARK, P. B., Line Material Co., 
Madison Ave., South Milwaukee, Wis. 

Chairman, Subcommittee on Lighting for 

High Speed Heavy Traffic Density, Roadway 

Committee, 1957-1858; Aviation Committee, 

1956-1958; Roadway Lighting Committee, 

1956-1958; Liaison for Aviation Committee, 

1956-1957; Street Lighting Subcommittee on 

Visibility in Fog, 1956-1957; Roadway Prin- 

ciples Subcommittee, 1956-1957; Fluorescent 

Street Lighting Subcommittee, 1956-1957; 

Mercury Vapor Streetlighting Subcommittee, 

1956-1957; General Light Sources Subcommit- 

tee of the Roadway Committee, 1957-1958; 

Roadway Lighting Principles Subcommittee of 

the Roadway Committee, 1957-1958; Standard 

Practice Subcommittee of the Roadway Com- 

mittee, 1957-1958. 

CLARKSON, CLARENCE W., Corning Glass 
Works, Corning, N. Y. 

Committee on Light Control and Equipment 

Design, 1956-1958. 

CLAYTON, GEORGE D., Geo. D. Clayton & 
Associates, 14125 Provost, Detroit 27, Mich. 
1.E.S..U.S8. Public Health Service Committee, 

1956-1958. 

CLEAVER, O. P., Engineer Research and Devel- 
opment Laboratories, Fort Belvoir, Va. 

Defense Coordinating Committee, 1957-1958; 

Education Committee, 1956-1958; Progress 

Committee, 1956-1957. 

CLEMENT, GEORGE K., Headquarters USAF, 
Washington 25, D. C. 

Aviation Committee, 1956-1958; Subcommittee 

on Airport Taxiway Lighting, 1956-1958; Sub- 

committee on Airport Runway Lighting, 1956- 

1958; Subcommittee on Approach Lighting, 


1957 


1957- 


12th & 





1956-1958; Subcommittee on Definitions and 

Terms of th. Aviation Committee, 1956-1958. 
CLOER, JOHN B., Toledo Edison Co., 420 
Madison Ave., Toledo, Ohio. 

Chairman, Northwestern Ohio Section, 

1958. 

CLUBLEY, ROBERT S., General Electric Co., 
2747 S. Malt Ave., Los Angeles 22, Calif. 

Subcommittee on Aircraft Manufacturing of 

the Industrial Committee, 1957-1958; Elec- 

tronics Industry Subcommittee of the Indus- 

trial Committee, 1957-1958. 

CLUM, HENRY, Silvray Lighting Co., Bound 
Brook, N. J. 

Residence Lighting Committee, 1957-1958. 
COCKRELL, CLARENCE, 2712 Oak, 
Dallas 4, Texas. 

Committee on Residence 

1957-1958. 

COFFIN, ALFRED S., Public Service Co. of 
Indiana, 1000 E. Main, Plainfield, Ind. 

Secretary, Indiana Section, 1957-1958. 
COGGINS, D. L., Sylvania Electric Products Inc., 
Salem, Mass. 

Aviation Committee, 1956-1958; Subcommittee 

on Aviation Lamps (Large), 1956-1958; Sub- 

committee on Approach Lighting of the Avia- 

tion Committee, 1956-1958 
COHEN, RICHARD D., Glasco Electric Co., 
721 N. tith St., St. Louis, Mo. 

Chairman, St. Louis Section, 1957-1958. 
COLE, ELMER L., Dallas Power & Light Co., 
1506 Commerce, Dallas |, Texas. 

Secretary, Southwestern Section, 1956-1957. 
COLGAN, ROBERT, Rogers Electrical Service 
Inc., 527 Coarad, Toledo 7, Ohio. 

Chairman, Northwestern Ohio Section, 1956- 

1957. 

COLLINS, H. F., JR., General Electric Co., 1179 
Morehead St., Memphis, Tenn. 

Chairman, Mid-South Chapter, 1956-1957. 
CONGDON, LEIGH, Rite Lite Supply Co., 2826 
N. Speer. Denver, Colo. 

Chairman, Rocky Mountain Section, 1957- 

1958; Secretary, Rocky Mountain Section, 1956 

1957. 

CONNAUTON, JACK M., Johnson Bros. Ele« 
tric Co., 9419 118th Ave., Edmonton, Alta. 

Chairman, Edmonton Chapter, 1957-1958. 
CONOVER, EFDMOND W., Fenestra Inc., 2250 
FE. Grand Blvd., Detroit 11, Mich. 

Daylighting Committee, 1956-1958: Subcom- 

mittee on Brightness Ratio Measurement of 

the Daylighting Committee, 1956-1958; Sub- 
committee on Revision of Recommended Prac- 

tice for Daylighting, 1956-1958. 

CONVERSO, V. E., Port of N. Y. Authority, 111 
Eighth Ave., New York 11, N. Y. 

Chairman, Subcommittee on Heliport Lighting 

of the Aviation Committee, 1956-1958; Sub- 

committee on Airport Taxiway Lighting of the 

Aviation Committee, 1956-1958. 
COOK, WILLIAM J., Omaha Public 
District, 174 Harvey St.. Omaha, Nebr. 

Secretary, Cornhusker Chapter, 1956-1957. 
COOPER, BERLON C., McGraw-Hill Publish- 
ing Co., 330 West 42nd St., New York 36, N.Y. 

Lighting Service Committee, 1957-1958; Chair- 

man, Medal Awards Committee, 1956-1957: 

Institutions Committee, 1956-1957; Commit- 

tee on Public Relations and Information, 

1956-1957. 

COPE, R. E., Box 4263, Fondren Sta., Jackson 
6, Miss. 

Chairman, Mississippi Chapter, 1956-1957. 
CORDLE, T. LLEW, J. N. Pease & Co., 119% 
E. 5th St., Charlotte, N. C, 

Secretary, Tar Heel Section, 1957-1958. 
CORNELIUS, WARREN G., 5802 Riverside 
Drive, Richmond, Va. 

Secretary, Virginia Section, 1957-1958. 
CORNELL, HERBERT, 74 Hazel Ave., Living- 
ston, N. J. 

Public Relations and Information Committee, 

1956-1958. 

CORWIN, R. W., Benjamin Electric Mfg. Co., 
435 W. 19th St., New York 11, N.Y. 

Subcommittee on Central Station Properties 

of the Industrial Committee, 1956-1957. 
COTTINGHAM, JACK, Portland General Elec- 
tric Co., 621 S.W. Alder St., Portland, Ore. 

Chairman ,Oregon Section, 1957-1958; Secre- 

tary, Oregon Section, 1956-1957. 
COTTRELL, C. L., Cornell University, Ithaca, 
N. Y. 

Nomenclature Committee, 1956-1958; Subcom- 


1957- 


Live 


Lighting Forums, 


Power 


1957 


mittee on Hotels of the Institutions Commit- 

tee, 1956-1958. 

CRABTREE, ARTHUR T., Union Electric Sup 
ply Co., 207 W. Hill Ave., Valdosta, Ga. 

Secretary, Suwannee River Chapter, 1956-1958. 
CRAMER, H. A., The Martin Co., Baltimore 3, 
Md. 

Aviation Committee, 1956-1958. 

CRAVATH, JAMES R., 2152 Ward St., Berkeley 
5, Calif. 

Historical Committee, 1956-1958. 

CREED, E. I., C & S Lighting Maintenance Co., 
6116 St. Clair Ave., Cleveland 3, Ohio. 

Committee on Lighting Maintenance, 

1957. 

CRISTEL, J. P. R., The Shawinigan Water & 
Power Co., 600 Dorchester St. W., Montreal, 
Que., Canada. 

Chairman, Montreal Section, 1956-1957. 
CRITES, W. DALF, 1377 Biscayne Way, Haslett, 
Mich. 

Chairman, Western Michigan Section, 

1957; Allied Arts Committee, 1957-1958. 
CROSBY, WILLIAM F., Corning Glass Works, 
Corning, N. Y. 

Roadway Lighting Committee, 1956-1958; Pro- 

gram and Publicity Subcommittee of the 

Roadway Committee, 1957-1958. 

CUSHING, THOMAS W., Hanovia Chemical & 
Mfg. Co., Washington, D. C. 

Secretary, Searchlight Committee, 1956-1957; 

Executive Subcommittee of the Searchlight 

Committee, 1956-1958; Nomenclature Subcom- 

mittee of the Searchlight Committee, 1957- 

1958. 

CUTLER, C. M., General 
Park, Cleveland 12, Ohio. 

Subcommittee on Service Stations and Parking 

Areas of the Store Committee, 1956-1958; 

Chairman, Store Lighting Committee, 1956- 

1957. 

CUTLER, DAVID, Cutler Electric Products Inc., 
55924 Haverford Ave., Philadelphia, Pa. 
Committee on Light Sources, 1956-1958 


D 


DAHLIN, ROY E., Southern California Edison 
Co., P.O. Box 351, Los Angeles 53, Calif. 

Membership Committee, 1957-1958; Allied 

Arts Committee, 1957-1958; Task Subcommit- 

tee of the Membership Committee, 1957-1958. 
DALRYMPLE, W. A., Amalgamated Electric 
Corp., Ltd., 384 Pape Ave., Toronto, Ont. 

Vice-Chairman, Public Relations and Informa- 

tion Committee, 1957-1958; Committee on 

Public Relations and Information, 1956-1957; 

Conference Executive Committee, 1957-1958. 
D'ANDRADE, H. E., General Electric Co., 570 
Lexington Ave., New York, N. Y. 

General Board of Examiners, 1956-1958; Sub- 

committee on Hotels of the Institutions Com- 

mittee, 1956-1958. 

DANIELS, ELLIOTT F., State of New Jersey, 
Dept. of Law and Public Safety, Division of 
Motor Vehicles, State House, Trenton 25, N. J. 

Committee on Motor Vehicle Lighting (Ex- 

terior), 1956-1957. 
DANIELS, JULIUS, Boston 
Royiston St.. Boston, Mass. 

Historical Committee, 1956-1958; Medal Award 

Committee, 1957-1958. 

DARLEY, WILLIAM G., 164 USAA Bldg., Box 
6743, San Antonio, Texas. 

Chairman, Alamo Section, 1957-1958. 
DARMSTADTER, NEIL, American Trucking 
Ass’n., Inc., 1424 16th St.. N.W., Washington, 
D.C. 

Committee on Motor Vehicle Lighting (Ex- 
terior), 1956-1958. 
DARRAH, W. 4., U. 

ton, D. C. 

Subcommittee on Airport Taxiway Lighting 

of the Aviation Committee, 1956-1958; Sub- 

Committee on Airport Runway Lighting, 1956- 

1958; Aviation Committee, 1956-1957. 
DAVIDSON, GRANT F., Hydro-Electric Power 
Commission of Ontario, 620 University Ave., 
Toronto, Ont. 

Committee on Testing Procedures for Iliumi- 

nation Characteristics, 1957-1958; Committee 

on Light Sources, 1957-1958; Chairman, To- 
ronto Section, 1956-1957; Committee on Main- 
tenance, 1956-1957; Conference Executive 

Committee, 1957-1958; Subcommittee on Pho- 

tometric Testing of Street Lighting Luminaires 

of the Testing Procedures Committee, 1957- 

1958. 


1956- 


1956- 


Electric Co., Nela 


Fdison Co., 39 


S. Navy Dept., Washing- 


DAVIDSON, H. F., Curtis Lighting of Canada, 
Ltd., 195 Wicksteed Ave., Leaside, Toronto, 
Ont. 
Chairman, Papers Committee, 1956-1958; 
Chairman, Subcommittee on Chalkboards of 
the School Committee, 1956-1958; National 
Technical Conference Committee, 1956-1958; 
Publications Committee, 1956-1958; School 
Committee, 1956-1958; Chairman, Subcom- 
mittee on Review of Editorial Content of the 
Publications Committee, 1956-1958; Committee 
on Light Sources, 1956-1957; Task Subcommit- 
tee of the National Technical Conference 
Executive Subcommittce, 1957-1958. 
DAVIDSON, SAMUEL, Alabama Power 
P.O. Box 160, Montgomery, Ala. 
Secretary, Alabama Section, 1957-1958. 
DAVIS, ARIEL R., Ariel Davis Mfg. Co., 3687 
S. State St., Salt Lake City, Utah. 
Subcommittee on Theaters of the Institutions 
Committee, 1956-1957. 
DAVIS, CHARLES E., 
Ok'ahoma City, Okla. 
Chairman, Central Oklahoma Chapter, 
1957. 


DAVIS, 


Co., 


2624 N.W. 47th St., 


1956- 


DONALD F., Flinn, Fletcher, Hum- 
phrey, Inc., 607 Falls Bldg., Memphis, Tenn. 

Secretary, Mid-South Chapter, 1957-1958. 
DAVIS, JAMES E., National Bureau of Stand- 
ards, P.O. Box 193, Arcata, Calif. 

Subcommittee on Airport Taxiway. Lighting of 

the Aviation Committee, 1956-1958. 

DAVIS, RONALD K., Wright Air Development 
Center, Wright-Patterson Air Force Base, Ohio. 

Subcommittee on Aviation Lamps (Miniature) 

of the Aviation Committee, 1956-1958; Sub- 

committee on Aircraft Cabin Lighting of the 

Aviation Committee, 1957-1958. 

DEAN, CHARLES A., JR., Pacific Gas & Elec- 
tric Co., 1100 “K" St., Sacramento 6, Calif. 

Secretary, Mother Lode Chapter, 1956-1957. 
DEAN, G. F., Toronto Hydro Electric System, 
14 Carlton St., Toronto, Ont. 

Director, 1956-1958; Chairman, Office Lighting 

Committee, 1956-1958; Committee on Consti- 

tution and Procedures, 1956-1958; Chairman, 

1956-1957; Committee on Quality and Quan- 

tity of Illumination, 1957-1958; Color Com- 

mittee, 1957-1958; Chairman, Handbook Re- 
vision Committee, 1956-1957; Committee on 

Procedures and Policies, 1956-1957; Confer- 

ence Executive Committee, 1957-1958. 

DECK, JOHN B., JR., Texas Power & Light 
Co., P.O. Box 6331, Dallas 2, Texas. 

Chairman, Southwestern Section, 1956-1957. 
DeLEUZE, GUY, 221 Oak St., San Francisco 2, 
Calif. 

Chairman, Golden Gate Section, 1956-1957. 
DEMOREUILLE, PIERRE, Lorraine Carbons, 
Inc., 400 Myrtle Ave., Boonton, N. J. 

Searchlight Committee, 1956-1958. 
DeSTEFANO, GILBERT J., Columbia Broad- 
casting System, 524 West 57th St., New York, 
N.Y 

Committee on Television — Lighting for Pro- 

duction, 1956-1957. 

DETZLER, ROBERT F., Public Service Co. of 
New Mexico, P.O. Box 1360, Albuquerque, 
N.M. 

Chairman, New Mexico Chapter, 1957-1958. 
DICKELMAN, L. H., Gimbels, 101 W. Wiscon- 
sin Ave., Milwaukee, Wis. 

Store Committee, 1956-1958. 

DICKINSON, R. H., Sylvania Electric Products, 
Inc., 6 Loring Ave., Salem, Mass. 

Committee on Sports and Recreational Areas, 

1956-1958. 

DILL, JOHN F., Sylvania Electric Products Inc., 
178 Leslie St., Dallas, Texas. 

Secretary, San Jacinto Section, 1956-1957. 
DINSMORE, E. I., Curtis Lighting, Inc., 4723 
N. Central Expwy., Dallas, Texas. 

Membership Committee, 1957-1958. 
DITCHMAN, J. P., General Electric Co., Nela 
Park, Cleveland, Ohio. 

Chairman, Subcommittee on Agriculture Col- 

leges of the Committee on Allied Arts, 1957- 

1958. 

DODDS, MARY E., The Toledo Edison Co., 
Toledo, Ohio. 

Residence Lighting Data Sheet Subcommittee 
of the Publications Committee, 1956-1957. 
DOLKART, LEO, 222 E. Chestnut St., Chicago, 

Hl. 

Historical 1956-1958; 


Committee, Parking 
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Area Lighting Subcommittee of the Commit 
tee on Street and Highway Lighting, 1956 
1957; Subcommittee on Luminaire Mainte 
nance of the Committee on Street and High 
way Lighting, 1956-1958. 
DOLPHY, JOHN T., General Electric Co., 514 
S. Morgan, Tampa, Fla 

Secretary, Florida Section, 1957-1958 
DONAHUE, FRANK, Electric Co., Box 
1413, Amarillo, Texas. 

Chairman, Panhandle Chapter, 1957-1958. 
DORMAN, W. H., 
img, N. Y. 

Research Subcommittee of the Committee on 

Street and Highway Lighting, 1956-1958; Sub 

committee on Roadway Lighting Principles of 

the Street and Highway Lighting Committee, 

1956-1957; Subcommittee on Luminaire Main 

tenance of the Committee on Street and High 

way Lighting, 1956-1958 


DORSEY, R I., General 
Park, Cleveland 12, Ohio 
Chairman, Subcommittee on Revision of Store 
Lighting Guide of the Store Committee, 1957 
Committee on Sports and Recreational 
Areas, 1956-1958 
DORWARD, FRED, Crawther, McKay & Assoc., 
522 Northern Hardware Bidg., Edmonton, Alta 
Secretary, Edmonton Chapter, 1957-1958 
DOUGLAS, C. A., National Bureau of Standards, 
Washington 25, D. ¢ 
Chairman, Subcommittee on 
Lighting of the Aviation 
1058 Aviation Lighting 
1957; Subcommittee on Use of 
Portable Photometers of Testing 
Committee, 1957-1958 
DOWNEY, PETER, t 
Air Force Base, Ohio 
Aviation Committee 
DOWNEY, WILLIAM, Arizona Public 
Co., P.O. Box 2591, Phoenix, Ariz. 
Committee on Residence Lighting 
1957-1958; Residence Lighting Data 


Crain 


Corning Glass Works, Corn 


Electric Co., Nela 


O58 


Runway 
Committee, 1956 
Committee, 1956 
Photoelectric 


Airport 


Procedures 


S.A.F., Wright-Patterson 


1956-1958 


Service 


Forums, 
Sheet 


Subcommittee of the Publications Committee, 
1956. 1957 


DOYLE, HENRY N.. U.S 
( 


Public Health Serv 
2. D 


Health 


ice, Washington 
LES.ULS Public 

1956. 1958 
DRAGONETTE, A. J., 
of Union Carbide & Carbon Corp.), 30 F 
St.. New York 17, N. ¥ 

Subcommittee on Plastics (IES-SPI-NEMA) of 

the Committee on Light Control and Equip 

ment Design, 1956-1957 
DRAKE, W. H., The Carlisle & Finch Co., 
W. Mitchell Ave., Cincinnati 32, Ohio. 

Optics Subcommittee of the Searchlight Com 
1956-1958 
W., JR., Mississippi Light & Power 
Co., Electric Bldg., Jackson, Miss. 

Chairman, Mississippi Chapter, 1957-1958. 
DUBEAU, GERRY, Northern Electric Co., 1299 
Charest Blvd., Quebec, Que 

Chairman, Quebec Chapter, 1956-1958. 
DUCKER, A. L.. JR... General Electric Co 
Greemboro, N. ( 

Chairman, Tar Heel Section, 1956-1957 
DULHOVN BENTAMIN Westinghouse Electri« 
Corp., 411 North 7th Street, 8. Louis |, Mo 
Lighting Forums, 


Service Committee, 


Bakelite Company (Div. 
42nd 


wee 


DRANE, G 


Committce on Residence 
1957-1958 

DULI R. B., National 

Drawer 191, Fostoria, Ohio 
Committee on Light Sources, 1956-1958; Light 
Sources Subcommittee of the Searchlight Com 

1956-1957 Searchlight Committee, 


Carbon Co., P.O 


mittee, 
1957-1958 


National Gallery of Art, 
N. W., Washington, 


FAGLETON, §S. P., 
ith and Constitution Ave., 
DD. ¢ 

Museums and Art Galleries Subcommittee of 

the Institution Committee, 1957-1958 
FARLY, DOYT, State of California, 721 Capitol 
Ave., Sacramento 14, Calif 

Davlighting Committee, 1956-1958 
FASTMAN, A. A., General Electric 
Park, Cleveland 12, Ohio 

Chairman, Subcommittee on Student Vision & 

Scholarship of the School Committee, 1957- 


Co., Nela 
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1958; School Lighting Committee, 1956-1958; 
Subcommittee on Visibility under Fog Condi- 
tions of the Street and Highway Lighting 
Committee, 1956-1957 

FBERLY, JOHN L., Thompson 

Ill Power Ave., Cleveland, Ohio. 
Parking Area Lighting Subcommittee, Traffic 
Signs Subcommittee and Traffic Safety Sub 
committee of the Street and Highway Lighting 
Committee, 1956-1957 

EDDY, G. A., General Electric 

Market St., Wilmington, Del. 
Photographic Studies Subcommittee of the 
Street and Highway Lighting Committee, 1956- 
1957. 

EDDY, LILLIAN, General Electric Co., 570 

Lexington Ave., New York 22, N. Y. 
Committee on Residence Lighting Forums, 
1956-1957; Home Lighting Data Sheet Sub 
committee of the Publications Committee, 
1956-1957; Reviewing Subcommittee, Home 
Lighting Data Sheets of the Publications Com- 
mittee, 1957-1958. 

FDMAN, W. H., Holophane Co., Newark, Ohio. 
Chairman, Subcommittee on Standard Practice 
of the Roadway Lighting Committee, 1957- 
1958; Chairman, Subcommittee on Parking 
Area Lighting, 1956-1957; Chairman, Subcom 
mittee on Interchange with Foreign Groups, 
1956-1958; Fluorescent Lighting Subcommit- 
tee, 1956-1957; Roadway Lighting Principles 
Subcommittee, 1956-1958; Standard Practice 
Subcommittee, 1956-1957; Visibility under Fog 
Conditions Subcommittee of the Committee on 
Street and Highway Lighting, 1956-1958. 

FDWARDS, T. E.., Urbana, 

Ohio 
Subcommittee on Bibliography of the Aviation 
Committee, 1956-1958; Liaison Committeeman 
of the Aviation Committee, 1957-1958 

FGELER, C. E., 1078 Brandon Rd., Cleveland 

12, Ohio 
Committee on Public 
Lighting, 1956-1958; 
1956-1958 

FHRET, EDWIN L., 431 So. 

Belleville, I. 

Membership Committee, 1957-1958. 
FISEMAN, ALBERT, JR., 372 S. LaSalle St., 
Chicago 4, I 

Subcommittee on Dining Areas of the Insti- 

tutions Committee, 1957-1958 
FISENHAUER, WILLIAM A., 
St.. Pittsburgh, Pa 

Secretary, Pittsburgh Section, 1957-1958. 
FLMER, W. B.. Wheeler Reflector Co., 275 
Congress St.. Boston, Mass. 

Roadway Lighting Committee, 1956-1958; 

Research Subcommittee of the Committee on 

Street and Highway Lighting, 1956-1958; 

Standard Practice Subcommittee of the Road 

way Committee, 1957-1958. 

FLWELL, HOWARD A., Standard Oi! Co. of 
Indiana, 910 So. Michigan Blvd., Chicago, II. 
Subcommittee on Service Stations and Parking 
Areas of the Store Lighting Committee, 1956- 
1957 

ENDRES, L. M., Building Management — PBS 

GSA, General Services Bldg., Washington 25, 

D.C. 

Office Lighting Committee, 1956-1958; Com 

mittee on Lighting Maintenance, 1956-1958; 

Handbook Revision Committee, 1956-1957. 
ENGHOUSER, RALPH R., Sylvania Flectric 
Products, Inc., 4700 Parkside Ave., Philadelphia, 
Pa 

Chairman, Philadelphia Section, 1957-1958; 

Subcommittee on Graphic Arts of the Indus 

trial Committee, 1956-1958; Maintenance Com- 

mittee, 1956-1958. 

EPPERSON, CAROLYN J., 1500 Massachusetts 

Ave., N.W., Washington 5, D.C. 

Contributing Subcommittee — Home Lighting 

Data Sheets of the Publications Committee, 

1957-1958. 
EPPERSON, JOHN C., 
Francisco, Calif. 

Secretary, Golden Gate Section, 1957-1958. 
ESCOBEDO, G., SABINO, F. Montes de Oca 
#38, Mexico City 11, D. F. 

Chairman, Mexico Chapter, 1956-1957 
EVANS, A. W., Province of Nova Scotia, Dept. 
of Highways, Halifax, N.S., Canada. 

Chairman, Bluenose Chapter, 1956-1957. 


Electric Co., 


Co., 1326 N. 


Grimes Mfg. Co., 


Conveyances — Interior 
Searchlight Committee, 


Douglas Ave., 


238 W. Carson 


721 Bryant St., San 


EVANS, R. M., Eastman Kodak Co., 65 Kodak 
Park, Rochester 4, N.Y. 

Chairman, Board of Fellows, 1956-1957. 
EVANS, ROBERT C., 110 Social Hall Ave., Salt 
Lake City, Utah. 

Secretary, Utah Section, 1957-1958. 

EVANS, WADE B., Savannah Electric & Power 
Co., Box 949, Savannah, Ga. 

Secretary, Coastal Empire Chapter, 1957-1958. 
EVEN, ROBERT F., Southern Colorado Power 
Co., 115 W. Second St., Pueblo, Colo. 

Chairman, Southern Colorado Chapter, 

1957. 

EWING, W. B., Ewing Development Co., 257 
Fast Bidg., Grand Rapids 6, Mich. 

Daylighting Committee, 1956-1958; Subcom- 

mittee on Handbook Daylighting Section, 

1956-1958; Subcommittee on Revision of Rec- 

ommended Practice for Daylighting, 1956- 

1957. 


1956 


F 


FABER, WALTER T., Louisiana Power & Light 
Co., 4809 Jefferson Highway, New Orleans, La 
Chairman, New Orleans Section, 1957-1958. 
FAGIN, L., Civil 
Washington, D. ¢ 
Aviation Committee, 1956-1958; Subcommittce 
on Aviation Lamps (Miniature), Subcommittee 
on Definitions and Terms, Subcommittee on 
Aircraft Exterior Lighting, of the Aviation 
Committee, 1956-1958 
FAGLIE, J. C., Box 7246 Hackbury Station, San 
Antonio, Texas 
Secretary, Alamo Chapter, 1956-1957. 
FAHEY, JAMES H., JR., Josivn Mfg & Sup- 
ply Co., 969 W. 37th Place, Chicago, I. 
Roadway Lighting Committee, 1956-1958; Sub 
committee on Trafhe Safety of the Committce 
on Street and Highway Lighting, 1956-1957. 
FAHSBENDER, MYRTLE, 
tric Corp., Bloomfield, N. J. 
Chairman, Subcommittee on Revision of Con- 
temporary Lighting in Modern and Tradi- 
tional Interiors of the Committee on Residence 
Lighting, 1957-1958; Residence Lighting Com- 
mittee, 1956-1958; Subcommittee on Hotels of 
the Institutions Committee, 1956-1958. 
FAIRWEATHER, J. R., Atlantic Refining Co., 
260 S. Broad St.. Philadelphia, Pa 
Subcommittee on Service Stations and Parking 
Areas of the Store Committee, 1956-1958. 
FALGE, R. N., Guide Lamp Div., Anderson, 
Ind 
Motor 
1958. 
FARNSWORTH, DEAN, U. S. Navy Submarine 
Base, Medical Research Laboratory, Box 45, New 
London, Conn 
Committee on Standards of Quality and Quan- 
tity for Interior Illumination, 1956-1957; Ma- 
rine Transportation Subcommittee of the Com 
mittee on Public Convevances — Interior Light 
ing, 1956-1957 
FARRIS, O. F., Office of Air Navigation Facili- 
ties, CAA, Washington 25, D. C. 
Chairman, Subcommittee on Approach Light- 
ing of the Aviation Committee, 1956-1958; 
Subcommittee on Aviation Lamps (Large), 
1956-1958; Aviation Committee, 1956-1958. 
FASSET, J. S.. American Hotel Association, 221 
W.. 57th St.. New York, N. Y. 
Subcommittee on Hotels of 
Committee, 1956-1958 
FAUCETT, R. E., General 
dersonville, N.C. 
Committee on Sports and Recreational Areas, 
1956-1958: Sign Lighting, 1957-1958; Aviation 
Committee, 1956-1957; Subcommittee on Air- 
port Service Area Lighting of the Aviation 
Committee, 1956-1957: Progress Committee, 
1956-1958; Chairman, Light Sources Subcom- 
mittee of the Searchlight Committee, 1956- 
1958; Searchlight Committee, 1956-1958; Task 
Committee on Sign Lighting, 1956-1957; Sub- 
committee on Outdoor Production Areas of the 
Industrial Committee, 1956-1957. 
FEDER, J. B., 4349 Verplanck Pl. N. W., Wash- 
ington, D. C. 
Subcommittee on 
the Committee on 
terior Lighting, 
Public Conveyances 
1957. 


Aeronautics Administration, 


Westinghouse Elex 


Vehicle (Exterior) Committee, 1956- 


the Institutions 


Electric Co., Hen- 


Marine Transportation of 

Public Conveyances — In- 
1957-1958; Committee on 
Interior Lighting, 1956- 


1957 





FELDMAN, SIDNEY, Material Laboratory, New 

York Naval Shipyard, Brooklyn, N. Y. 
Subcommittee on Revision of I.E.S. Lighting 
Handbook of the Searchlight Committee, 1956- 
1958. 

FELTON, J. G., JR., Sylvania Electric Products 

Inc., 100 Fordyce St., Dallas, Texas. 
Chairman, Subcommittee on Aircraft Manu- 
facturing of the Industrial Committee, 1957- 
1958; Regional Vice-President, Southwestern 
Region, 1956-1957; Regional Activities Com 
mittee, 1956-1957. 

FENTON, MELVERN P., Smoot Holman Com 

pany, 135!) T., Sacramento 14, Calif. 
Chairman, Mother Lode Chapter, 1956-1957. 


FETZER, STELLA, Cincinnati Gas & Electric 

Co., 4th & Main Sts, Cincinnati, Ohio. 
Residence Lighting Data Sheet Subcommitttee 
of the Publications Committee, 1956-1958. 


FINCH, B. R., The Carlisle & Finch Co., 4562 
W. Mitchell Ave., Cincinnati, Ohio. 

Searchlight Committee, 1956-1958; Optics Sub 

committee of the Searchlight Committee, 1956- 

1958 
FINCH, D. M., University of California, Berke- 
ley, Calif. 

Committee on Testing Procedures for Illumi- 

nation Characteristics, 1956-1958; Nomencla- 

ture Committee, 1956-1958; Education Com- 
mittee, 1956-1958; Roadway Lighting Commit- 
tee, 1956-1958; Research Subcommittee of the 

Committee on Street and Highway Lighting, 

1956-1958; Pavement Surfaces Subcommittee 

of the Committee on Street and Highway 

Lighting, 1956-1957; Subcommittee on Visi- 

bility under Fog Conditions of Committee on 

Street and Highway Lighting, 1955-1958; Motor 

Vehicle (Exterior) Committee, 1956-1958; Sub- 

committee on Guide for Brightness Measure 

ments of the Committee on Testing Procedures 

for Illumination Characteristics, 1956-1958; 

Progress Committee, 1956-1957; Subcommittee 

to Prepare Brochure on Careers in Iluminat 

ing Enginecring of the Committee on Educa 
tion, 1956-1957; Subcommittee on Guide for 

Photometric Testing of Fluorescent Lumi 

naires of the Committee on Testing Proce 

dures, 1956-1957. 

FINK, W. C., JR., Senior Fluorescent 
4th St.. N. W., Atlanta, Ga. 

Chairman, Georgia Section, 1957-1958; 

mittee on Maintenance, 1956-1958. 
FINN, JAMES F., Detroit Edison Co., 
Avenue, Detroit, Mich. 

Chairman, Michigan Section, 1957-1958; Secre 

tarv, Michigan Section, 1956-1957; Regional 

Publications Representative, Great Lakes Re 

gion, 1956-1957. 

FISHER, W. C., Bureau of Acronautics, Dept. 
of the Navy, Washington, D. C. 

Aviation Committee, 1956-1958; Subcommittee 

on Aviation Lamps (Miniature), 1956-1958; 

Liaison Committeeman of the Aviation Light- 

ing Committee, 1956-1958. 

FISHER, W. S., General Electric Co., Nela Park, 
Cleveland, Ohio. 

Office Committee, 1956-1958; Handbook Revi 

sion Committee, 1956-1957. 

FLEMING, A. EUGENE, General Flectric Sup 
ply Co., P.O. Box 2580, Salt Lake City, Utah. 

Vice-President, Inter-Mountain Region, 1957- 

1958; Regional Activities Committee, 1957- 

1958. 

FLETCHER, H. B., Wheeler Reflector Co., 275 
Congress St.. Boston, Mass. 

Committee on Sign Lighting, 1956-1958. 
FLETCHER, P. F., Canadian General Electric 
Co., 195 W. 2nd Ave., Vancouver, B. C. 

Chairman, British Columbia Section, 

1958 
FLYNN, JOHN E., General Electric 
Park, Cleveland, Ohio. 

Subcommittee on Churches of the Institutions 

Committee, 1956-1958; Subcommittee on Mu- 

seums and Art Galleries of the Institutions 

Committee, 1957-1958. 

FLYNN, MICHAEL N., Benjamin Electric Mfg. 
Co., Des Plaines, Il. 

Subcommittee on Technical Data Sheets of 

the Publications Committee, 1956-1958. 
FOLSOM, W. E., Dallas Power & Light Co., 
Dallas, Texas. 

Office Committee, 1956-1958. 

FOOTE, F. M., National Society for the Preven- 
tion of Blindness, 1790 B’way.. New York, N.Y. 
School Committee, 1956-1958. 


Inc., 70 
Com 


2000 2nd 


1957- 


Co., Nela 


1957 


FORBES, J. C., General Electric Company, ela 
Park, Cleveland, Ohio. 
National Technical Conference Committee, 
1957-1958; Chairman, 1956-1957; Vice-Chair- 
man, Membership Committee, 1956-1957. 
FORBES, TI. W., American Institute for Re 
search, 410 Amberson Ave., Pittsburgh, Pa. 
Pavement Surfaces Subcommittee, 1956-1957; 
Subcommittee on Traffic Signs, 1956-1957; 
Subcommittee on Traffic Safety, 1956-1957; 
Research Subcommittee, 1956-1957, of the 
Committee on Street and Highway Lighting. 
FORD, EDWIN, Air Line Stewards & Stew- 
ardesses Association, 225 West 60th St., Hialeah, 
Fla. 
Subcommittee on 
the Aviation Lighting Committee, 
FOSTER, H. G., Northern Electric 
150 Robson, Vancouver, B. C. 
Secretary, British Columbia Section, 1957-1958. 
FOULKS, W. V. C., Curtis Lighting Inc., 6135 
W. 65th St., Chicago, Il. 
School Committee, 1956-1958; 
vision Subcommittee of the 
School Lighting, 1956-1957. 
FOWLE, ARTHUR W., JR., 
Inc., Newark, Ohio. 
Photographic Studies Subcommittee of the 
Roadway Committee, 1957-1958. 
FOWLER, J. W., Joe Willis Factory Sales Agen- 
cy, 601 Fifth Ave. S., Nashville, Tenn. 
Chairman, Tennessee Valley Section, 
1957. 
FRAIZER, J. J., General Electric Co., 40 Fed 
eral St., Lynn, Mass. 
Subcommittee on Aircraft Cockpit Lighting of 
the Aviation Committee, 1956-1958. 
FRANCK, KURT, Holophane Co., Inc., Newark, 
Ohio. 
Papers Committee, 1956-1958; Technical Con- 
tent Subcommittee of the Publications Com 
mittee, 1957-1958. 
FRANKLIN, J. S., 
dersonville, N.C. 
Committee on Testing Procedures for Ilumi- 
nation Characteristics, 1956-1958; Chairman, 
Subcommittees on Guide for Photometric Test- 
ing of Floodlights, Mercury Vapor Lamps, 
Outdoor Fluorescent Luminaires, 1956-1957; 
Chairman, Subcommittee on Guide for Elec- 
tric Measurements of Mercury Vapor Lamps, 
1956-1957; Subcommittee on Guide for Pho 
tometry of Searchlights, 1956-1957; of the 
Committee on Testing Procedures; Pavement 
Surfaces Subcommittee of Street and Highway 
Committee, 1956-1957; Subcommittee for Pre- 
paring Guide on Photometric Testing of Street 
Lighting Luminaires of the Testing Proce- 
dures Committee, 1957-1958; Subcommittee on 
Practical Guide to Photometry of Testing Pro 
cedures Committee, 1957-1958. 
FRANKLIN, MISS MELROSF 
Gas & Electric Co., 89 East Avenue, 
i, N. Y. 
Secretary, Rochester Section, 1956-1957; Resi- 
dence Lighting Data Sheet Subcommittee of the 
Publications Committee, 1956-1958. 
FREDERICK, G. WILLIAM, General E'ectri« 
Co., 500 Stinson Blvd., Minneapolis, Minn. 
Chairman, Twin City Section, 1957-1958. 
FREEMAN, GEORGE, Westinghouse Electric 
Corp., Bloomfield, N. J. 
Chairman, Committee on Light Sources, 1957- 
1958; Vice-Chairman, Committee on Light 
Sources, | 956-1957. 
FRENCH, JOHN K., Electric Supply & Repair 
Co., 164 Wahconah St., Pittsfield, Mass. 
Chairman, Yankee Chapter, 1957-1958. 
FREYER, EVE, Westinghouse Electric Corp., 
Bloomfield, N. J. 
Committee on Residence Lighting Forums, 
1956-1958; Chairman, Review Subcommittee 
on Residential Lighting Data Sheets of the 
Publications Committee, 1956-1957; Subcom- 
mittee to Obtain Editorial Material of the 
Publications Committee, 1956-1957; Chairman, 
Home Lighting Data Sheets Subcommittee, 
1957-1958. 
FRICK, D. W., Canadian Broadcasting Corp., 
P.O. Box 10, Snowdon, Que. 
Committee on Television — Lighting for Pro- 
duction, 1956-1957. 
FRIEDE, HERBERT A., Gov't of the Dist. of 
Columbia, District Bldg., Washington, D. C. 
Roadway Lighting Committee, 1957-1958; Sub- 
Committees on Traffic Signs, Pavement Sur- 
faces and Luminaire Maintenance of the Com- 


Aircraft Cabin Lighting of 
1957-1958. 
Co., Ltd., 


Handbook Re- 
Committee on 


Holophane Co., 


1956 


General Electric Co., Hen 


M., Rochester 
Rochester 


mittee on Street and Highway Lighting, 1956- 

1957; Luminaire Maintenance Subcommittee 

of the Roadway Committee, 1957-1958. 
FRITZ, JOHN R., Gilbert Associates Inc., 607 
Washington St., Reading, Pa. 

Secretary, Eastern Pennsylvania Section, 

1958. 
FRIZZELL, 


1957- 


J. S., Pittsburgh Reflector Co., 403 
Oliver Bidg., Pittsburgh 22, Pa. 
Secretary, Pittsburgh Section, 
FROST, DON, Amalgamated Electric Corp. Ltd., 
1025 Lith Avenue W., Calgary, Alta., Canada. 

Chairman, Chinook Chapter, 1956-1957. 
FROST, EUGENE, Stone & Webster Eng. Corp., 
49 Federal St., Boston, Mass. 

Allied Arts Committee, 1956-1958. 

FRY, GLENN A., School of Optometry, Ohio 
State University, Columbus 10, Ohio. 

Chairman, Committee on Standards of Quality 

and Quantity for Interior Illumination, 1956- 

1957. 

FUCHS, THEODORE, Northwestern University, 
Evanston, Il, 

Subcommittee on Theaters of the Institutions 

Committee, 1956-1957. 
FULTON, CLARE K., 
Hendersonville, N. C. 

National Technical 

1956-1957. 

FULTON, W., Northern Electric Co, 
Catherine S., Ottawa, Ont., Canada. 
Secretary, Ottawa Chapter, 1956-1957. 


G 


GABLER, LLOYD, Detroit 
Second Ave., Detroit, Mich. 
Committee on Residence 

1956-1958. 

GABRIEL, M. H., General Electric 
Nela Park, Cleveland 12, Ohio. 

Subcommittee on Guide on Colorimetry of the 

Committee on Testing Procedures for Ilumi- 

nation Characteristics, 1956-1957; Subcommit- 

tee on Guide for Photometric Measurements 
of Mercury Vapor Lamps of the Committee on 

Testing Procedures, 1956-1957. 

GAILLOUX, J. P., Northern Electric Co., 2620 
Notre Dame St., Trois Rivieres, Que. 

Chairman, St. Maurice Valley Chapter, 

1958. 

GALBRAITH, MELVIN H., 222 First St., N. E., 
Cedar Rapids, lowa. 

Chairman, lowa Section, 1957-1958. 
GALLET, E. H., Advance Transformer 
2950 North Western Ave., Chicago, Il. 

Public Relations and Information Committee, 

1956-1958; Committee on Light Sources, 1957- 

1958. 

GALLION, A. B., University of California, 
School of Architecture, Los Angeles, Calif. 

Allied Arts Committee, 1956-1958 
GATES, R. F., Civil Aeronautics Administration, 
1-4 Bldg., Washington, D. C. 

Subcommittee on Approach Lighting 

Aviation Committee, 1956-1958 
GAUTHIER, LEO P., 285 Braxmar 
Tonawanda, N.Y. 

Chairman, Western New York Section, 1957- 

1958; Secretary, Western New York Section, 

1956-1957; Clothing Subcommittee of the In- 

dustrial Committee, 1956-1957. 

GEARY, FE. A., New York Shipbuilding Corp., 
Camden, N. J. 

Subcommittee on Marine 

the Committee on Public Convevances 

terior Lighting, 1956-1958. 

GEIS, LESTER, Garden City Plating & Mig. 
Co., 48 W. 48th St., New York, N. Y. 

Chairman, Store Committee, 1957-1958; Com- 

mittee on Quality and Quantity of Ilumina- 

tion, 1957-1958; Vice-Chairman, Store Com- 

mittee, 1956-1957. 

GENDRON, PAUL, P. A. Gouin Ltd., 71 des 
Forges St., Trois Rivieres, Que. 

Secretary, St. Maurice Valley Chapter, 

1958. 

GERUNG, GEORGE, 
Corp., Bloomfield, N. | 

Searchlight Committee, 1956-1958; Light 

Sources Subcommittee of the Searchlight Cam- 

mittee, 1956-1958; Testing Procedures Sub- 

committee of the Searchlight Committee, 1957- 

1958. 

GENSBURGER, J. M.. New Orleans Public 
Service, Inc., 317 Baronne St., New Orleans, La. 


1956-1957. 


General Electric Co., 
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Membership Committee, 1957-1958; Regional 
Representative, Membership Committee, 1956- 
1957 
GIBBONS, HELEN, National 
Prevention of Blindness, Inc., 
New York, N. Y. 

Residence Lighting Committee, 1957-1958. 
GIBSON, C. D., Bureau of School 
California State Dep't. of Education, 
Grand Ave., Los Angeles, Calif. 

Daylighting Committec, 1956-1958. 
GILL, G., Gill Southern Associates, P.O. Box 
775, North Miami, Fla. 

Committee on Television — Lighting for Pro- 

duction, 1956-1957. 
GILLEARD, GEORGE, Curtis 
6135 W. 65th St., Chicago, Ill. 

Subcommittee on Dining Areas of the Institu- 

tions Committee, 1956-1958; Subcommittee on 

Plastics (IES-SPI-NEMA) of the Committee 

on Light Control and Equipment Design, 

1956-1957 
GLASS, G. K., Detroit Edison Co., 2000 Second 
Ave., Detroit, Mich. 

Roadway Lighting Committee, 1957-1958; 

Chairman, Committee on Street and Highway 

Lighting, 1956-1957; Searchlight Committee, 

1956-1958; Subcommittee on Parking Area 

Lighting of the Roadway Committee, 1957- 

1958 
GODEMANN ROBERT W., 
Service Co., Phoenix, Ariz 

Secretary, Arizona Section, 
GODDARD, CHARLES H., Thomas A. Edison 
Co., Lakeside Ave., Wes’ Orange, N. J 

Medal Award Committee, 1956-1957. 
GODFREY, G. W 

Subcommittee on Aviation Lamps (Miniature) 

of the Aviation Committee, 1956-1958; Sub- 

committee on Aircraft Cockpit Lighting, 1956 

1958 
GOGGIN, W. C., 
land, Mich. 

Subcommittee on Plastics (1ES-SPI-NEMA) of 

the Committee on Light Control and Equip 

ment Design, 1956-1957. 

GOHRING, JOHN F., J. E., Redmond Supply 
Co., 625 W. Madison, Phoenix, Ariz. 

Chairman, Arizona Section, 1956-1957. 
GOLDBERG, B., Engineer Research and De- 
velopment Labs, Ft. Belvoir, Va. 

Progress Committee, 1956-1958; Liaison Rep- 

resentative, Searchlight Committee, 1956- 

1958; Optics Subcommittee of the Search- 

light Committee, 1956-1958. 

GOLDSMITH, O. B., Westinghouse Electric 
Corp., Bloomfield, N. J. 

Papers Committee, 1957-1958; Technical Con- 

tent Subcommittee of the Publications Com- 

mittee, 1957-1958 
GOODALL, KATHERINE, Philadelphia Elec- 
tric Co., 211 S. Broad St., Phila., Pa. 

Committee on Residence Lighting Forums, 

1956-1958; Residence Lighting Data Sheet Sub- 

committee of the Publications Committee, 

1956-1958 
GOODMAN, 
Wholesalers, 
ington, D. C. 

Residence Committee, 1957-1958. 

GOODMAN, R. H., Crowe-Hinds Co., Wolf & 
7th North Sts., Syracuse, N. Y. 

Subcommittee on Airport Service Area Light- 
ing of the Aviation Committee, 1956-1958. 
GOODMANSON, HAROLD, Smith, Carter, 
Katelnikoff, Associates, 65 Dewdney St., Winni- 

peg, Man 

Secretary, Winnipeg Chapter, 1957-1958. 
GOODWIN, DONALD W., Havens Flectric Co., 
3! Hudson Ave., Albany, N. Y. 

Secretary, Fastern New York Section, 

1957 
GORDON, D. §&., B. C. Electric Co. Ltd., 570 
Dunsmuir St.. Vancouver, B. C., Canada. 
Chairman, British Columbia Section, 

1957 
GORNET, JOHN, Day-Brite Lighting Inc., 5411 
Bulwer Ave., St. Louis, Mo. 

Progress Committee, 1956-1958. 

GRAF, RICHARD, Northern States Power Co., 
15 South Fifth St., Minneapolis, Minn. 

Committee on Residence Lighting Forums, 

1957-1958. 

GRAHAM, WILLIAM P., Philadelphia Electric 
Co., 211 S. Broad St., Philadelphia, Pa. 
Secretary. Philadelphia Section, 1957-1958; 
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The Dow Chemical Co., Mid- 


BENJAMIN, National Electric 


4410 Georgia Ave., N. W., Wash- 


1956- 
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Committee on Sports and Recreational Areas, 

1956-1958 
GREENE, B. F., 100 W. 42nd St., 
N. ¥. 

Chairman, Subcommittee on Availability of 

Daylight (Exterior) of the Committee on Day- 

lighting, 1956-1958; Daylighting Committee, 

1956-1958; Subcommittee on Revision of Rec- 

ommended Practice for Daylighting, 1956- 

1958. 
GREENLEE, P. 
Ohio. 

Aviation Committee, 1956-1958; Subcommittee 

on Aviation Lamps (Miniature), 1956-1958; 

Subcommittee on Aircraft Exterior Lighting, 

1956-1958. 

GREPPIN, E. H., Wilmot Castle Co., 
620, Rochester, N. Y. 

Subcommittee on Hospitals of the 

Committee, 1956-1958. 
GREVELIUS, CURT W., Warren 
2112 Walker Ave., Houston, Texas. 

Chairman, San Jacinto Section, 1956-1957. 
GRIFFIN, N. L., Dept. of Health, Education & 
Welfare, Public Health Service, Div. of Hospi 
tal & Medical Facilities, Washington 25, D. C. 

Chairman, Subcommittee on Hospitals of the 

Institutions Committee, 1956-1958. 
GRIFFITH, J. W., Southern Methodist Univer- 
sity, Dallas, Texas. 

Chairman, Subcommittee on Brightness Ratio 

Measurement, of the Daylighting Committee, 

1956-1958; Vice-Chairman, Daylighting Com- 

mittee, 1956-1958; Subcommittee on Avail- 

ability of Daylight (Exterior), 1956-1958; 

Committee on Quality and Quantity of Illumi- 

nation, 1957-1958; Chairman, Subcommittee on 

Measurement and Reporting on Daylighting of 

Interiors, 1956-1957; Subcommittee on Lower 

Ceiling Classrooms of the Daylighting Com- 

mittee, 1956-1957; Handbook Revision Sub- 

committee of the School Committee, 1956-1957. 
GROSS, VERNON L., Nunn Electric Supply 
Corp., 105 Polk, Amarillo, Texas. 

Secretary, Panhandle Chapter, 1957-1958. 
GUSTIN, D. S., Sylvania Electric Products, Inc., 
Loring Ave., Salem, Mass. 

Searchlight Committee, 1956-1958. 

GUTH, FRED, Edwin F. Guth Co., 2615 Wash- 
ington Bivd., St. Louis 3, Mo. 

Committee on Sustaining Membership, 

1958. 

GUTH, S. K., General Electric Company, Nela 
Park, Cleveland, Ohio. 

Vice-Chairman, Nomenclature Committee, 1957- 

1958; Papers Committee, 1956-1958; Commit- 

tee on Quality and Quantity of Illumination, 

1956-1958; Subcommittee on Review of Edi- 

torial Content of the Publications Committee, 

1956-1957; Committee on Nomenclature, 1956- 

1957; Papers Committee, 1956-1957; Techni- 

cal Content Subcommittee of the Publications 

Committee, 1957-1958. 
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Main St. and Lemoine Ave., 


New York, 


H., Grimes Mfg. Co., Urbana, 


P.O. Box 


Institutions 


Electric Co., 


1956- 


HACKER, J. B., 

Fort Lee, N. J 
Contributing Subcommittee — Home Lighting 
Data Shects - Publications Committee, 1957- 
1958. 

HADZOR, ROBERT, Trans World Airlines, 

Hangar 5, N. Y. International Airport, N. Y. 
Subcommittee on Aircraft Cabin Lighting of 
the Aviation Lighting Committee, 1957-1958. 

HALL, DENTON E., C. M. Buck & Associates, 

2927 Central Ave., Indianapolis 5, Ind. 
Chairman, Indiana Section, 1956-1957. 

HALL, HOWARD, 405 Union, Seattle 1, Wash. 
Chairman, Puget Sound Section, 1956-1957. 
HALLMAN, ERIC B., H. K. Porter Co., 17th 

and Cambria St., Philadelphia 32, Pa. 
Committee on Public Conveyances, Interior 
Lighting, 1956-1958; Subcommittee on Land 
Transportation of the Committee on Public 
Convevances, 1956-1958. 

HALVORSON, C. A. B., 25 Chestnut St., Salem, 

Mass. 
Roadway Lighting Committee, 1956-1958; His- 
torical Committee, 1956-1958; Chairman, Sub- 
committee on Standard Practice, 1956-1957; 
Pavement Surfaces Subcommittee of the Com- 
mittee on Street and Highway Lighting, 1956- 
1957; Standard Practice Subcommittee of the 
Roadway Committee, 1957-1958. 


HAM, CLIFFORD D., General 
1513 Line Ave., Shreveport, La. 

Chairman, Ark-La-Tex Chapter, 
HAMEL, J. S., 234 S. Buena Vista 5St., 
Calif. 

Board of Fellows, 1957-1958. 
HAMILTON, JOHN W., Day-Brite 
Inc., 161 E. 42nd St., New York, N.Y 

Secretary, New York Section, 1957-1958 
HAMON, R. L., Chief, School Housing Section, 
Office of Fducation, U. $. Dept. of Health, Edu- 
cation and Welfare, Washington 25, D. C. 

Schoo! Lighting Committee, 1956-1958. 
HANES, R. M., 258 Vineyard Dr., R. D 
180, Bigsonia, Pa 

Subcommittee on Revision of Recommended 

Practice for Daylighting of the Daylighting 

Committee, 1956-1958. 

HANEY, J. S., Crouse Hinds Co., 
N. ¥. 

Aviation Committce, 1956-1958; 

mitteeman, Aviation Committee, 1956-1958; 

Subcommittee on Heliport Lighting, 1956- 

1958: Secretary, Central New York Section, 

1956-1957; Searchlight Committee, 1957-1958. 
HARMON, D. B., 407-11 Nalle Bivd., Austin, 
Texas. 

School Committee, 1956-1958. 

HARNEY, JOHN M., Smith Electric Co., 
Remsen St., Cahoes, N. Y. 

Secretary, Eastern New -Yerk Section, 

1958. 

HARPER, BD. A., General Electric Supply Co., 
305 Fulton W., Grand Rapids, Mich 

Chairman, Western Michigan Section, 

1958. 

HARRIS, A. S., B. C. Electric Co., 
Ave., Victoria, B. C., Canada. 

Chairman, Vancouver Island 

1957. 

MARRIS, ELTON L., Sacramento Municipal 
Utility Dept., P.O. Box 2391, Sacramento, Calif. 
Secretary, Mother Lode Chapter, 1957-1958. 
HARRIS, JAMES DON, Nashville Electric 

Service, 1214 Church St., Nashville, Tenn 

Secretary, Tennessee Valley Section, 1957-1958. 
HARRIS, T. P., 6037 Bonneau Road, Richmond 
27, Va. 

Secretary, Virginia Chapter, 1956-1957 
HARRISON, WARD, 23475 Stanford Rd., Cleve- 
land 22, Ohio. 

Committee on Design Practice, 1956-1958; 

Committee on Standards of Quality and Quan- 

tity for Interior Illumination, 1956-1957. 
HARSH, M. C., McGraw-Edison Co., 700 West 
Michigan St., Milwaukee |, Wis. 

Subcommittee on Service Stations and Parking 

Areas of the Store Committee, 1956-1958. 
HART, A. L., General Electric Co., Nela Park, 
Cleveland 12, Ohio. 

Committee on Sign Lighting, 1956-1958; Sub- 

committee on Service Stations and Parking 

Areas of the Store Committee, 1956-1958. 
HARTENSTEIN, R. F., Ohio Fdison Co., 
Akron, Ohio. 

Past-President, 1956-1958; Chairman, Consti- 

tution and Procedures Committee, 1957-1958; 

Chairman, Trustees, TES Headquarters Retire- 

ment Pension Plan, 1957-1958; Medal Award 

Committee, 1956-1958; Board of Nomination, 

1956-1958; Advisory Board to the President, 

1956-1957; Task Subcommitttee of the Na- 

tional Technical Conference Executive Sub- 

committee, 1957-1958. 

HARTMAN, J. R., American Locomotive Co., 
Schenectady, N. Y. 

Chairman, Eastern New York 

1958. 

HARTZ, RUS-£LL D., Bureau of Acronautics, 
Navy Department, Washing:on 25, D. C. 

Subcommittee on Heliport Lighting of the 

Committee on Aviation Lighting, 1956-1958. 
HARZ, RICHARD E., Sylvania Electric Prod- 
ucts Inc., Wheeling, West Va. 

Industrial Committee, 1956-1958. 
HASLAM, T. W., Georgia Power 
Marietta St. N. W., Atlanta, Ga. 

Secretary, Georgia Section, 1956-1957. 
HASPEDIS, WALTER, Columbia Electric & 
Mfg. Co., W. 1024 Ide Ave., Spokane, Wash. 

Secretary, Inland Empire Chapter, 1957-1958. 
HASTINGS, M. B., Powerlite Devices Ltd., 54 
Atomic Ave., Toronto 14, Ont. 

Roadway Lighting Committee, 1956-1958; Pro- 

gram and Publicity Subcommittee of the 

Roadway Committee, 1957-1958. 
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HATCH, ARTHUR J., Strong Electric Corp., 

87 City Park Ave., Toledo 1, Ohio. 

Searchlight Committee, 1956-1958; Light 

Sources Subcommittee of the Searchlight Com- 

mittee, 1956-1958. 
HAWKINS, W. E., 
Atlantic City, N. J. 

Chairman, Subcommittee on Photographic 

Studies of the Roadway Lighting Committee, 

1957-1958; Committee on Street and Highway 

Lighting, 1956-1957. 

HAWLEY, W. L., Canadian General Electric 

Co., 830 Lansdowne Ave., Toronto 4, Ont. 
Conference Executive Committee, 1957-1958. 

HAYNES, C. P., Watts Electric Co., 227 S. 

Farish St., Jackson, Miss. 

Secretary, Mississippi Chapter, 1956-1957. 
HAYNES, HOWARD, General Electric Co., Nela 
Park, Cleveland 12, Ohio. 

Subcommittee on Hospitals of the Institutions 

Committee, 1957-1958; Subcommittee on 

Clothing of the Industrial Committee, 1956- 

1957. 
HAZLETON, 8S. H,, 
bany, N. Y. 

Committee on Public Relations and Informa- 

tion, 1956-1957 . 

HEARN, CHARLES A., U.S. Army Arty. Board, 

Ft. Sill, Okla 
Searchlight Committee, 1956-1957. 

HECKMAN, L. F., Union Metal Mfg. Co., 148 

Maple Ave. N. E., Canton, Ohio. 

Secretary, Roadway Lighting Committee, 1957- 

1958; Chairman, Program and Publicity Sub- 

committee of Street Lighting Committee; Sub- 

committee on Traffic Safety and Pavement 

Surfaces Subcommittee of the Street and High- 

way Lighting Committee, 1956-1958. 
HEDRICH, W. A., University of Michigan, Ann 
Arbor, Mich. 

Committee on Education, 1956-1958; Student 

Branch Task Committee, 1956-1957. 
HEINE-GELDERN, ROBERT A., Hanovia 
Chemical & Mfg. Co., 100 Chestnut St., Newark, 
N. J. 

Searchlight Committee, 1956-1958; Light 
Sources Subcommittee of the Searchlight Com- 
mittee, 1956-1958. 

HENDERSON, R. L., General Electric Co., Nela 

Park, Cleveland 12, Ohio. 

Committee on Public Conveyances, Interior 

Lighting, 1956-1958; Subcommittee on Land 

Transportation of the Committee on Public 

Conveyances, 1956-1957. 

HENRY, N. W. 

Interior Lighting — Land Transportation Sub- 

committee of the Committee on Public Con- 

vevances, 1957-1958. 
HERBERT, J. S., 
Kingsport, Tenn. 

Daylighting Committee, 1956-1958; Subcom- 

mittee on Revision of Recommended Practice 

for Daylighting, 1956-1958; Subcommittee on 

Handbook Daylighting Section, 1956-1957; 

Subcommittee on Measurement and Reporting 

of the Daylighting Committee, 1956-1957. 
HERBERT, M. G., P.O. Box 1153, San Jose, 
Calif. 

Chairman, San Jose Chapter, 1957-1958. 
HERN, CHARLES A. 

Searchlight Committee, 1957-1958. 

HERR, R. L., Philadelphia Electric Co., 1000 

Chestnut St., Philadelphia 5, Pa. 

Secretary, Philadelphia Section, 1956-1957. 
HERSAM, G. E., Pacific Gas & Electric Co., 
1100 K St., Sacramento, Calif. 

Chairman, Mother Lode Chapter, 1957-1958. 
HEYER, E. B., Heyer-Shultz, Inc., 24 Factory 
St., Cedar Grove, N. J. 

Searchlight Committee and Subcommittee on 

Optics of the Searchlight Committee, 1956- 

1958. 

HIBBEN, S. G., 31 

N. J. 

Chairman, Historical Committee, 1956-1958. 
HIGGINS, H. 

Subcommittee on Heliport Lighting of the 

Aviation Committee, 1956-1958. 
HILDEBRAND, PAUL H., Pennsylvania Power 
& Light Co., 901 Hamilton St., Allentown, Pa. 

Committee on Education, 1957-1958. 
HILGER, D. A., Graybar Electric Co., 1730 W. 
Michigan St., Duluth, Minn. 

Secretary, Twin Ports Chapter, 1957-1958. 
HILL, W. G., Voltarc Tubes Inc., 44 Cross St., 
Norwalk, Conn. 

Committee on Testing Procedures for Illumi- 


Atlantic City Electric Co., 


General Electric Co., Al- 


Blue Ridge Glass Corp., 


Clinton Ave., Montclair, 


1957 


nation Characteristics, 1956-1958; Subcom- 
mittee on Guide for Photometric Testing of 
Fluorescent Lamps, 1956-1957; Subcommittee 
on Practical Guide to Photometry of the Test- 
ing Procedures Committee, 1957-1958. 
HINCKLEY, A. D., IES Headquarters, 
Broadway, New York 25, N. Y. 
National Technical Conference Committee, 
1956-1958: Advisory Board of the President, 
1956-1958. 
HINGSTON, G. N., Steel Window Institute, 806 
Rowland Ave., Cheltenham, Pa. 
Daylighting Committee, 1956-1958. 
HITT, W. L., Airline Pilots Assn., 9926 Good- 
ing Dr., Dallas 20, Texas. 
Subcommittee on Aircraft Cockpit Lighting of 
the Aviation Committee, 1956-1958. 
HOCHENAUER, GEORGE A., Benjamin Elec- 
tric Mfg. Co., 923 E. Third Street, Los Angeles 
13, Calif. 
Chairman, Southern California Section, 
1957. 
HODGE, C. ROY, Canadian Westinghouse Sup- 
ply Co., 124 Walnut St., Hamilton, Ont. 
Chairman, Hamilton Ontario Chapter, 
1958. 
HODGES, JAMES A., James A. Hodges Co., 
4 W. Manilla Ave., Greentree, Pittsburgh, Pa. 
Chairman, Pittsburgh Section, 1957-1958. 
HOLDEN, C. M., Champion Lamp Works, 330 
Lynnway, Lynn, Mass. 
Committee on Light Control and Equipment 
Design, 1956-1958: Lighting Maintenance 
Committee, 1956-1958; Chairman, New Eng- 
land Section, 1956-1957. 
HOLLISTER, C. D., Niagara Mohawk Power 


1860 


1956- 


1957- 


Corp., 126 State St., Albanw 1, N. Y. 
Eastern New York Section, 


Chairman, 1956- 

1957. 

HOOD, PAUL B., Eggleston & Son, 
dolph, Toledo 12, Ohio. 

Secretary, Northwestern 

1958. 

HOOT, R. M., Philadelphia Electric Co., 211 S. 
Broad St., Philadelphia 5, Pa. 

Roadway Lighting Committee, 1956-1958; 

Photographic Studies Subcommittee, Program 

and Publicity Subcommittee of the Roadway 

Committee, 1957-1958. 

HORN, H. W., University of Illinois, Urbana, 
Til. 

Committee on Education, 1956-1958. 
HORNER, MERRITT, 815 Chestnut Hill Road, 
Glastonbury, Conn. 

Chairman, Connecticut Section, 1956-1957. 
HORNFECK, L. W., Til Penn Avenue Bidg., 
Pittsburgh 22, Pa. 

Aviation Committee, 1957-1958. 

HORTON, G. A., Westinghouse Electric Corp., 
1216 W. 58th St., Cleveland 1, Ohio. 

Committee on Testing Procedures for Ilumi- 

nation Characteristics, 1956-1958; Subcommit- 

tees on Practical Guide for Brightness Meas- 
urements, Guide for Photometric Testing of 

Floodlights, Photometric Testing of Outdoor 

Fluorescent Luminaires, Guide for Outdoor 

Illumination Tests, Guide for Use of Photo- 

electric Portable Photometers, and Guide for 

Photometric Testing of Fluorescent Luminaires 

of the Testing Procedures Committee, 1956- 

1957; Subcommittee on Preparing Guide for 

Photometric Testing of Street Lighting Lumi- 

naires of Testing Procedures Committee, 1957- 

1958; Subcommittee on Practical Guide to 

Photometry of Testing Procedures Committee, 

1957-1958. 

HOUSTON, WALTER H., Interlectric Corp., 
1401 Lexington Ave., Warren, Pa. 

Committee on Testing Procedures for Ilumi- 

nation Characteristics, 1956-1958; Subcommit- 

tee on Guide for Colorimetry, 1956-1957; 

Committee on Light Sources, 1956-1957. 
HOWARD, GEORGE T., General Electric Co., 
Nela Park, *‘leveland 12, Ohio. 

Subcommittee on Thaters of the Institutions 

Committee, 1956-1957. 

HOWELL, WAYNE D., CAA-TDC, Box 5767, 
Indianapolis, Ind. 

Aviation Committee, 1956-1958; Subcommittee 

on Aircraft Exterior Lighting, 1956-1958. 
HOXIE, J. P., Corning Glass Works, Corning, 
N.Y. 

Aviation Committee, 1956-1958; Subcommittee 
on Bibliography, 1956-1958; Subcommittee on 
Visibility in Fog of Aviation Committee, 
1956-1957; Subcommittee on Traffic Signs of 
the Street and Highway Lighting Committee, 


255 Gra- 


Ohio Section, 1957- 


1956-1957; Subcommittee on Visibility under 
Fog Conditions of the Roadway Committee, 
1957-1958, 
HRIVNATZ, HARRY, Houston Lighting & 
Power Co., Box 1700, Houston, Texas. 

Roadway Lighting Committee, 1956-1958. 
HUGHES, D. R., JR., 121 Forrer Road, Dayton, 
Ohio. 

Chairman, Miami Valley Chapter, 1956-1957. 
HULKE, WARREN W., Soderberg Manufactur- 
ing Co., 628 So. Palm Ave., Alhambra, Calif. 

Aviation Committee, 1957-1958; Subcommittee 

on Seadrome Lighting of the Aviation Com- 

mittee, 1957-1958. 
HULIGREN, R. C., 
Ave., Batavia, I). 

School Committee, 1956-1958. 
HUSE, RALPH L., 166 Mount 
West Roxbury, Mass. 

Secretary, New England Section, 1956-1957 


INNIS, L. E., Sylvania Electric Products, Inc., 
2001 N. Cornell, Melrose Park, Ill. 
Committee on Education, 1957-1958; Subcom 
mittee to Revise IES Courses on Lighting 
Fundamentals and Design of the Committee 
on Fducation, 1956-1957. 


J 


JACOBUS, NEAL, Jacobus and Babinsky, 2608 
Main Street, Buffalo 14, N. Y. 

1.E.S.-U. 3. Public Health Service Committee, 

1956-1958. 

JACK, GEORGE N., Raybro Electric Supplies 
Inc., P.O. Box 370, St. Petersburg, Fla. 

Chairman, Florida Section, 1956-1957. 
IAEGER, A. R., Corning Glass Works, Corning, 
mm. We 

Residence Lighting Committee, 1956-1957; 

Progress Committee, 1956-1958; Subcommittee 

on Measurement of Performance Characteris- 

tics of Portable Lamps of the Residence 

Lighting Committee, 1957-1958. 

JAMES, L. V., 513 S. Catherine Ave., La Grange, 
ill 

Chairman, Institutions Committee, 1956-1958; 

School Committee, 1956-1958; Committee on 

Quality and Quantity of Illumination, 1957- 

1958. 

JARRETT, CHESTER W., Portland General 
Electric Co., 621 S$. W. Alder St., Portland, Ore. 

School Committee, 1956-1958. 

JARVIS, R. C. B., Jarvis & Co., 10112 124th St., 
Fdmonton, Alta, Canada. 

Chairman, Edmonton Chapter, 1956-1957. 
JENKS, D. N., General Electric Co., 1004 N 
Thompson St., Richmond 21, Va. 

Chairman, Virginia Chapter, 1956-1957. 
JENSEN, B.J., Public Service Electric & Gas 
Co., 80 Park Place, Newark 1, N. J. 

Medal Award Committee, 1956-1958; Hand- 

book Revision Committee, 1956-1958. 
JENSEN, CARL F., Westinghouse Electric Corp., 
Merchandise Mart Plaza, Chicago, Ill. 

Secretary, Chicago Section, 1956-1957. 
JENSEN, J. H., General Electric Co., Nela Park, 
Cleveland 12, Ohio. 

Committee on Allied Arts, 1956-1958. 
JENSEN, W. A., Air Transport Association of 
America, 1107 16th St., N.W., Washington 6, 
D.C. 

Aviation Committee, 1956-1958; Subcommittees 

on Airport Service Area Lighting, on Airport 

Runway Lighting, on Aircraft Exterior Light- 

ing of the Aviation Committee, 1956-1958. 
JEROME, C. W., Sylvania Electric Products 
Inc., 60 Boston St., Salem, Mass. 

Subcommittee on Color Rendition of the Light 
Sources Committee, 1956-1958. 

JOHANNESEN, R. M., Johannesen Electric Co., 
Inc., Box C-1, Greensboro, N. C 

Membership Committee, 1956-1957. 
JOHNSON, L. M., City of Chicago, 710 City 
Hall, Chicago 2, Il. 

Subcommittee on Pavement Surfaces of the 

Street and Highway Committee, 1956-1957; 

Luminaire Maintenance Subcommittee of the 

Roadway Committee, 1957-1958. 

JOHNSON, L. T., Public Service Electric & Gas 
Co., 80 Park Place, Newark, N. J. 

Fditorial Content and Technical Data Sheets 

Subcommittee of the Publications Committee, 

1956-1958. 


Celine Inc., North Island 


Vernon Ave., 
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JOHNSON, LESTER, Pueblo Electric Supply 

Co., 151 Spring “t., Pueblo, Colo. 
Chairman, Southern Colorado Chapter, 
1958 

JOHNSON, R. K., Maritime 

Dept. of Commerce, GAO Bidg., 3th & G 

N.W., Washington 25, D. C. 
Marine Transportation Subcommittee of the 
Committee on Public Conveyances — Interior 
Lighting, 1956-1958 

JOHNSON, W. F., 

Broad St., Rome, Ga. 
Regional Representative, 
mittee, 1956-1957. 

JOHNSON, W. H., Westinghouse Electric Corp., 

1216 W. 58th St., Cleveland, Ohio 
Store Lighting Committee, 1956-1957; Office 
Committee, 1957-1958 School Committee, 
1957-1958 

JONAS, RAY, Newberry Electric Corp. of Ariz., 

2146 E. Washington, Phoenix, Ariz. 
Regional Publications Representative, 
Mountain Region, 1956-1957 

JONES, BILL F., Smoot-Holman Co., 

Eucalyptus Ave., Inglewood, Calif. 
Committee on Testing Procedures for Illumi 
nation Characteristics, 1956-1958; Subcommit 
tee on Guide for Brightness Measurements of 
the Committee on Testing Procedures, 1956 
1958; Subcommittees on Guide to Photometry 
and on Guide for Photometric Testing of 
Fluorescent Luminaires of the Committee on 
Testing Procedures, 1956-1958. 

JONES, DUNCAN M., Curtis Lighting of Can 

ada, Litd., 195 Wicksteed Ave., Leaside, Toronto 

17, Ont 
Past 


1956 


Administration, 
Sts., 


Georgia Power Co., 324 


Membership Com 


Inter 


321 N 


1956-1957; Board of Nomina 
tion, Chairman, 1957-1958, Member, 1956 
1957; Medal Award Committee, 1956-1958; 
Committee on Headquarters Location, 1957- 
1958; Chairman, Trustees, 1.6.8. Headquarters 
Retirement Pension Plan, 1956-1957. 

JONES, J. R., Westinghouse Electric Corp., 600 

St. Paul Ave., Los Angeles, Calif 
Committee on Design Practice, 

JOSEPH, GERALD, 

Co., 1220 Central Ave., 

N.M 
Secretary, New Mexico Chapter, 1957-1958 

JUDD, DEANE B., National Bureau of Stand 

ards, Washington 25, D. C. 

Subcommittee on Color Rendition of the Light 
Sources Committee, 1956-1958 

JUNG, RICHARD C., General Electric Co., 807 

C & I Life Bldg., Houston 2, Texas. 

Secretary, San Jacinto Section, 1956-1958 


K 


KAHLER, W. H., Westinghouse Electric 

1216 W. 58th St., Cleveland 1, Ohio. 
Chairman, Industrial Committee, 1956-1958; 
Handbook Revision Committee, 1956-1958; 
Committee on Sign Lighting, 1956-1958: Store 
Committee, 1957-1958; Committee on Quality 
and Quantity of Illumination, 1957-1958 

KARANT, MAX, Aircraft Owners and Pilots 
Association, Box 5960, Washington 14, D. C. 
Subcommittee on Aircraft Exterior Lighting of 
the Aviation Committee, 1956-1958 

KARNS, FE. B., 

1216 W. 58th St., 
Chairman, Subcommittce 
Area Lighting of the 
1956-1958. 

KAUFMAN, JOHN, Illuminating Engineering 

Society, 1860 Broadway, New York 2%, N. Y. 
Subcommittee on Technical Data Sheets of the 
Publications Committee, 1956-1957; Subcom- 
mittee on Residence Lighting Data Sheets of 
the Publications Committee, 1956-1957. 

KEALLY, FRANCIS, Keally and Patterson, 

Architects, 17 E. 49th St.. New York 17, N. Y. 
Subcommittee on Hotels of the Institutions 
Committee, 1956-1958. 

KECK, M. E.,. Westinghouse Electric 

1216 W. 58th St., Cleveland, Ohio. 
Street and Highway Lighting Committee, 
1956-1958; Subcommittees on Program and 
Publicity, on Parking Area Lighting, on 
Standard Practice, on Tunnel and Underpass, 
on Roadway Lighting Principles, on High- 
Speed, Heavy Traffic Density Highways of the 


President, 


1956-1957. 
Lighting & Maintenance 
S.E.. Albuquerque, 


Corp., 


Westinghouse Electric Corp., 
Cleveland, Ohio. 
on Airport Service 


Aviation Committee, 


Corp., 
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Street and Highway Committee, 1956-1957; 

Maintenance Committee, 1956-1957; Chairman, 

Cleveland Section, 1956-1957; Chairman, 

Parking Area Lighting Subcommittee of the 

Roadway Lighting Committee, 1957-1958; 

Research Subcommittee, Roadway Lighting 

Principles Subcommittee, Standard Practice 

Subcommittee, Visibility Under Fog Condi- 

tions of the Roadway Committee, 1957-1958; 

Tunnels and Underpass Subcommittee of the 

Roadway Committee, 1957-1958 
KEELER, A. R., 2980 W. 
Mich. 

Allied Arts Committee, 1957-1958. 
KELLER, C. C., Holophane Co., Inc., 442 Madi 
son Ave., New York 17, N. Y. 

Chairman, Sustaining Membership Committee, 

1957-1958; Committee on Constitution and 

Procedures, 1957-1958; Finance Committee, 

1956-1958 
KELLEY, EVERETT F., Champion 
Works, 330 Lynnway, Lynn, Mass. 

Committee on Light Sources, 1956-1958. 
KELLY, RICHARD, 128%@ E. 40th St., 
York 16, N. Y. 

Store Committee, 1956-1958. 
KELLY, THOMAS SMITH, 115 E. 
New York 22, N. Y. 

Committee on Residence 

1957-1958 
KELSEY, E. W., Pennsylvania Power & Light 
Co., 1801-33 Brookwood St., Harrisburg, Pa. 

Chairman, Eastern Pennsylvania Section, 1957- 

1958 
KENDALL, ROY C., Kimble Glass Co., Owens- 
Illinois Bidg., P.O. Box 1035, Toledo 1, Ohio. 

Daylighting Committee, 1956-1958; Subcom- 

mittee on Revision of Recommended Practice 

of the Daylighting Committee, 1956-1958. 
KETCH, J. M., 991 Roanoke Rd., 
Heights 21, Ohio. 

Chairman, Subcommittee on 

Art Galleries of the Institutions Committee, 

1956-1958; Subcommittee to Revise IES 

Courses on Lighting Fundamentals and De- 

sign of the Education Committee, 1956-1957. 
KEVERN, G. M., Army Air Forces, Equipment 
Laboratory, Wright Field, Dayton, Ohio. 

Aviation Committee, 1956-1958; Subcommittees 

on Aviation Lamps (Large), on Airport Run- 

ways, on Aircraft Exterior Lighting of the 

Aviation Committee, 1956-1957; Committee on 

Elements of Signal Lighting, 1956-1957; 

Searchlight Committee, 1956-1958. 

KEYES, JOHN E., Benjamin Electric Mfg. Co., 
829 Folsom Street, San Francisco 7, Calif. 

Secretary, Golden Gate Section, 1956-1957. 
KEYSER, JOHN T., JR., Alabama Power Co., 
2100 Ist Ave. N., Birmingham, Ala. 

Chairman, Alabama Section, 1956-1958. 
KIGHT, LUCIAN T., Duquesne Light Co., 435 
6th Ave., Pittsburgh 19, Pa. 

Allied Arts Committee, 1957-1958. 
KILLIAN, T. J., Office of Naval 
Washington 25, D. C. 

Allied Arts Committee, 1956-1958. 
KILPATRICK, J. L., Benjamin Electric Mfg. 
Co., Leader Division, 74 Trinity Pl.. New York, 
N.Y 


Davison, Detroit, 


Lamp 
New 


60th St., 


Lighting Forums, 


Cleveland 


Museums and 


Research, 


School Committee, 1956-1958. 

KIMBALL, G. S., San Diego Gas & Electric Co., 
P. O. Box 1831, San Diego 12, Calif. 

Chairman, San Diego Chapter, 1956-1957. 
KIMERY, W. T., Dallas Power & Light Co., 
1506 Commerce, Dallas, Texas. 

Secretary. North Texas Section, 1957-1958. 
KINGSBURY, H. F., Pittsburgh-Corning Corp., 
Port Allegany, Pa. 

Daylighting Committee, 1956-1958; Subcom- 

mittees on Revision of Recommended Practice, 

on Availability of Daylighting (Exterior) of 
the Daylighting Committee, 1956-1958; Chair- 
man, Subcommittees on Revision of Handbook 

Davlighting Section and on Lower Ceiling 

Classrooms of the Daylighting Committee, 

1957-1958; Handbook Revision Subcommittee 

of the Committee on School Lighting, 1956- 

1957; Progress Committee, 1956-1957. 
KIRKPATRICK, M. C., Wasco Flashing Corp., 
Bay State Rd., Cambridge, Mass. 

Daylighting Committee, 1957-1958. 
KLEINSCHMIDT, C. C., P.O. Box 843, New 
Orleans, La. 

Secretary, New Orleans Section, 1956-1957. 


KLIEGL, H. A., Klieg! Brothers Universal Elec- 
tric Stage Lighting Co., 321 W. 50th St., New 
York 19, N. Y. 

Committee on Television — Lighting for Pro- 

duction, 1956-1957; Theater-Televisios Com- 

mittee, 1957-1958; Represent«ive to Society of 

Motion Picture & TV Engineers, 1957-1958. 
KNAPP, S. S., AGA Division, Elastic Stop Nut 
Corp. of America, 1027 Newark Ave., Elizabeth 
3, N. Jj. 

Subcommittee on Seadrome Lighting of the 

Aviation Committee, 1956 1958. 

KNIGHT, A. R., Ulinois Division of Highways, 
Springfield, Il. 

Subcommittee on Visibility under Fog Condi- 

tions of the Committee on Street and Highway 

Lighting, 1956-1957. 

KOLB, W. S., Westinghouse Flectric Corp., 1216 
W. 58th St.. Cle cland, Ohio. 

Progress Committee, 1956-1958. 

KONECZNY, W. E., Civil Aeronautics Board, 
Bureau of Safety, Washington 25, D. C. 

Aviation Committee, 1957-1958. 

KORBEL, HAROLD, Naval Material Laboratory, 
New York Naval Laboratory, Brooklyn, N. Y. 

Searchlight Committee, 1956-1958; Light 

Sources Subcommittee of the Searchlight Com- 

mittee, 1956-1958; Nomenclature Subcommit- 

tee of the Searchlight Committee, 1956-1958. 
KORTEN, G. E., Consumers Power Company, 
212 W. Michigan Ave., Jackson, Mich. 

Chairman, Subcommittee on Handbook Revi- 

sion of the Roadway Lighting Committee, 

1956-1958; Roadway Lighting Committee, 

1956-1958; Chairman, Subcommittee on Co- 

ordination of the Street and Highway Light- 

ing Committee, 1956-1957; Subcommittee on 

Luminaire Maintenance of the Committee on 

Street and Highway Lighting, 1956-1958; 

Standard Practice Subcommittee of the Road- 

way Committee, 1957-1958. 
KOSAK, ARNO, Donceles 89, 
D. F. 

Secretary, Mexico Chapter, 1956-1957. 
KOVEN, A. L., Beryllium Corp., Reading, Pa. 

1.E.S..U.S. Public Health Service Committee, 

1956-1958. 

KRAEFHENBUEHL, JOHN ©O., 10 Scott St., 
Broadmoor Park, Colorado Springs, Colo. 

Chairman, Committee on Student Membership, 

1957-1958; Nomenclature Committee, 1956- 

1958: Committee on Design Practice, 1956- 

1957; Allied Arts Committee, 1957-1958. 
KRALL, JOHN L., Sylvania Electric Products 
Inc., 450 Funstan Rd., Kansas City, Kan. 

Secretary, Heart of America Section, 1957-1958. 
KRAWCEK, A. E., Crouse-Hinds Co., Syracuse, 
N. Y. 

Committee on Testing Procedures for Hlumi- 

nation Characteristics, 1957-1958; Subcommit- 

tee on Guide for Brightness Measurements of 

the Committee on Testing Procedures, 1956- 

1958; Chairman, Committee on Testing Pro- 

cedures, 19565-1957; Chairman, Subcommittee 

on Guide for Photometry of Searchlights of 

the Committee on Testing Procedures, 1956- 

1957; Subcommittee on Revision of I1.E.S. 

Lighting Handbook of the Searchlight Com- 

mittee, 1956-1958; Subcommittee on Guide 

for Photometric Testing of Floodlights of the 

Committee on Testing Procedures, 1956-1957. 
KRIDEL, NORMAN, Rochester Gas & Electric 
Co., 89 East Ave., Rochester, N. Y. 

Chairman, Subcommittee on Clothing of the 

Industrial Committee, 1956-1958; Industrial 

Committee, 1956-1958; Committee on Design 

Practice, 1956-1957. 

KUEHNE, R., Lowell-Dressel, Inc., 
N. J. 

Subcommittee on Marine Transportation of 

the Committee on Public Conveyances — In- 

terior Lighting, 1957-1958. 

KUHNKE, WILLIAM C., Wisconsin Electric 
Power Co., 231 W. Michigan St., Milwaukee, 
Wis. 

Chairman, Milwaukee Section, 1957-1958. 
KURTZON, ALBERT, Alko Mfg. Co., 4242 N. 
Lincoln Ave., Chicago 18, Ill. 

Regional Representative, Membership Com- 

mittee, 1956-1957. 

KUZELL, RITA, Kuzell & Co., 183 Midway Rd., 
Decatur, Ga. 

Committee on Residence Lighting Forums, 

1957-1958; National Technical Conference 

Executive Committee, 1956-1957. 


Mexico City 1, 


Arlington, 


1957 





L 


LAGO, FRANK, Socony Mobil Oil Co., Inec., 
150 E. 42nd St., New York, N. Y. 

Subcommittee on Service Stations and Parking 

Areas of the Store Committee, 1956-1958. 
LAMSON, PAUL H., Smithcraft Lighting Divi- 
sion, 217 Everett, Chelsea 50, Mass. 

Chairman, Subcommittee on Guide for Bright- 

ness Measurements of the Committee on Test- 

ing Procedures for Illumination Characteris 
tics, 1956-1958; Committee on Testing Proce 
dures, 1956-1958; Subcommittee on Guide for 

Photometric Testing of Fluorescent Lumi 

naires of the Committee on Testing Proce 

dures, 1956-1957. 

LANDRIAULT, EMILE, Bedard-Girard, 
19 Jacob St., Halifax, N. S. 

Secretary, Bluenose Chapter, 1957-1958. 
LANDRY, R. A., JR., Gulf States Utilities Co., 
P.O. Box 2951, Beaumont, Texas. 

Roadway Lighting Committee, 1957-1958. 
LATIL, J. P., Genarco, 97-4 Sutphin 
Bivd., Jamaica, N. Y. 

Chairman, Searchlight Committee, 1957-1958; 

Chairman, Bibliography Subcommittee of the 

Searchlight Committee, 1956-1958; Light 

Sources Subcommittee of the Searchlight Com 

mittee, 1956-1958; Searchlight Committee, 

1956-1957. 

LAUER, IT. W., Rumsey 
Arch St., Philadelphia, Pa. 

Public Relations and Information Committee, 

1956-1958: Membership Committee, 1956-1957. 
LAUPP, C. N., Wisconsin Electric Power Co., 
251 W. Michigan St., Milwaukee, Wis. 

Chairman, Committee on Sign Lighting, 1957 

1958; Institutions Committee, 1956-1958 

School Committee, 1956-1958; Chairman, Task 

Committee on Sign Lighting, 1956-1957; Na 

tional Technical Conference Committee, 1956 

1957; Liaison Committeeman, Aviation Com 

mittee, 1956-1957. 

LAZO, } 

Subcommittee on Aircraft Cockpit Lighting of 

the Aviation Committee, 1956-1958. 
LEBERKNIGHT, CC. E.. Kopp) Glass Inc 
Palmer St., Pittsburgh, Pa. 

Committee on Testing Procedures for Hlumi 

nation Characteristics, 1957-1958; Committee 

on Guide on Colorimetry of the Committce on 

Testing Procedures, 1956-1957. 
LEE, FRANK B., General Electric 
South Malt Ave., Los Angeles, Calif. 

Secretary, Southern California Section, 1957 

1958 
LEE, MARK E., lowa Public Service Co., Sioux 
City, lowa. 

Chairman, Cornhusker Section, 1957-1958. 
LEIGHTON, KAYE, General Electric Company, 
Nela Park, Cleveland, Ohio. 

Residence Lighting Committee, 1956-1958 

Subcommittee on Revision of Contemporary 

Lighting in Modern and Traditional Interiors, 

Subcommittee on Measurement of Perform 

ance Characteristics of Portable Lamps of the 

Committce on Residence Lighting, 1957-1958 
LEIN, M. F., St. Paul Gallery & Art School, 
476 Summit Ave., St. Paul, Minn. 

Committee on Allied Arts, 1956-1957. 
LEISTER, T. H., Line Material Industries, 12th 
& Madison Avenues, South Milwaukee, Wis. 

Committee on Testing Procedures for Ilumi- 

nation Characteristics, 1956-1958; Subcommit 

tee on Guide for Photometric Testing of Out- 
door Fluorescent Luminaires of the Commit 
tee on Testing Procedures, 1956-1957; Chair- 
man, Subcommittee on Guide for Photometric 

Testing of Outdoor Fluorescent Luminaires 

of the Committee on Testing Procedures, 1957- 

1958; Subcommittee on Photometric Measure. 

ments of Mercury Vapor Lamps and Subcom. 

mittee on Practical Guide to Photometry, of 

the Testing Procedures Committee, 1957-1958. 
LEWIS, A. L., Bureau of Aeronautics, Dept. of 
the Navy, Washington 25, D. C. 

Cl airman, Subcommittee on Seadrome Light- 

ing of the Aviation Committee, 1956-1958; 

Subcommittee on Aviation Lamps (Large), 

Subcommittee on Approach Lighting, Subcom- 

mittee on Definitions and Terms, of the Avia- 

tion Committee, 1956-1958; Aviation Lighting 

Committee, 1956-1957. 

LEWIS, C. CARTER, Union Electric Co., 315 
N. 12th St., St. Louis, Mo. 
Lighting Service Committee, 1956-1958. 


Inc., 


Electric Co., 1007 


Co., 2747 


1957 


LIEB, RUTH, 319 East 50th St., New York, 
N.Y. 

Committee on 

1957-1958. 
LIND, W. J., Canadian 
Lid., 195 W. 2nd Ave., 
Canada. 

Regional Publications Representative, 

Northwest Region, 1956-1957. 
LINDSAY, R. P., Canadian Line Materials Inc., 
3595 St. Clair Ave. E., Toronto, Ont. 

Secretary, Toronto Section, 1957-1958; Con 

ference Executive Committee, 1957-1958. 
LINFORTH, E. M., Rohm & Haas Co., Wash 
ington Sq., Philadelphia, Pa 

Davlighting Committee, 1956-1958; Subcom 

mittee on Revision of Recommended Practice 

for Daylighting, 1956-1958; Coordinating Sub 
committee of the Daylighting Committee, 

1956-1958; Subcommittee on Measurement and 

Reporting on Daylighting of Interiors, 1956 

1957; Subcommittee on Revision of Handbook 

Daylighting Section, 1956-1957. 
LINSDAY, E. A., General Electric Co., 
Park, Cleveland 12, Ohio. 

Chairman, Progress Committee, 1957-1958; In 
Committee, 1956-1958; Chairman, 

Subcommittee on Revision of Recommended 

Practice of the Industrial Committee, 1956 

1958; Vice-Chairman, Progress Committee, 

1956-1957; Subcommittee on Central Station 

Properties of the Industrial Committee, 1956 

1957; Chairman, Subcommittee on Foundries 

of the Industrial Committee, 1956-1957. 
LISCH, WILLIAM N., Lisch Electric Co., 1125 
N. 3rd St., Milwaukee 3, Wis. 

Chairman, Milwaukee Section, 1956-1957. 
LITTLE, DONALD, City of Calgary Electric 
Light Dept., Utilities Bldg., Calgary, Alta, Can 
ada. 

Secretary, Chinook Chapter, 1956-1957. 
LITTLE, W. F., Electrical Testing Laboratories, 
2 Fast End Avenue, New York, N. Y. 

Daylighting Committee, 1956-1958; Nomencla 

ture Committee, 1956-1958. 

LOGAN, H. L., Holophane Co., Inc., 342 Madi 
son Ave., New York, N. Y. 

School Committee, 1956-1958; Historical Com 

mittee, 1956-1958; Subcommittee on Hospitals 

of the Institutions Committee, 1956-1958; 

Committee on Standards of Quality and Quan- 

tity for Interior Hlumination, 1956-1957. 
LONG, HOWARD, Benjamin Electric Co., Ltd., 
Brantwood Road, Tottenham, N.17, London, 
England. 

Committee on Sports and Recreational Areas, 

1956-1958; Maintenance Committee, 1956-1958; 

Industrial Committee, 1956-1958; Subcommit 

tee, 1956-1958: Subcommittee on Central Sta 

tion Properties of the Industrial Commitice 

1956-1957. 

LOPEZ, JOSEPH J., 1622 Coal Ave. 8. W., Al 
buquerque, N. M. 

Secretary, New Mexico Chapter, 1956-1957. 
LORCH,. ALBERT, Dep't of Water Supply, 
Gas & Electricity, Municipal Bldg., New York, 
N. ¥. 

Roadway Lighting Committee, 1956-1958: 

Luminaire Maintenance Subcommittee of the 

Roadway Committee, 1957-1958. 

LOTHROP, REUBEN, Southwestern Gas & 
Electric Co., P.O. Box 1106, Shreveport, La. 

Vice-President. Southwestern Region, 1957- 

1958; Regional Activities Committee, 1957- 

1958; National Technical Conference Commit- 

tee, 1957-1958. 

TLOUDEN, WILLIAM H., Rochester Gas & 
Electric Corp., 89 East Ave., Rochester, N. Y. 

Secretary, Rochester Section, 1957-1958. 
TOUGH, JUDD, Holophane Co., Inc., Atlanta, 
Ga. 

National Technical 

Committee. 1956-1957. 
LOVE, R. M., Canadian General Electric Co., 
212 King St. W., Toronto, Ont., Canada. 

Board of Fellows, 1956-1957. 

LOWE, JAMES A., Duke Power Co., 
K-1, Greensboro, N. C. 

Secretary, Tar Heel Section, 1956-1957. 
LOWELL, PARKER, Minnesota Power & Light 
Co., 30 W. Superior St., Duluth, Minn. 

Chairman, Twin Ports Chapter, 1957-1958. 
LOWELL, W. P., JR., Sylvania Electric Prod- 

ucts Inc., Satem, Mass. 

Chairman, Finance Committee, 1956-1958; Ad- 

vance Planning Committee, 1956-1958; Na- 

tional Technical Conference Committee, 1956- 


Residence Lighting Forums, 


General Electric Co 
Vancouver 10, B. C., 


Pacific 


Nela 


dustrial 


Conference Executive 


Drawer 


1958; Trustees, 1L.6.S. Headquarters Retire- 
went Pension Plan, 1956-1958; Subcommittee 
on Plastics (IES-SPI-NEMA) of the Committee 
on Light Control and Equipment Design, 
1956-1957. 

LOZIER, W. W., National Carbon Co., Research 

Labs, P.O. Box 6116. Cleveland, Ohio. 
Searchlight Commitice, 1956-1958; Testing 
Procedures Subcommittee of the Searchlight 
Committee, 1957-1958 

LUNDELL, CARL H. 
Committee on Street and Highway Lighting, 
1956-1957; Subcommittee on Visibility under 
Fog Conditions of the Committee on Street 
and Highway Lighting, 1956-1957. 

LUSK, R. R., Commonwealth 

South Lawndale, Chicago, Ill. 
Committee on Education, 1957-1958; Subcom- 
mittee to Revise IES Courses on Lighting 
Fundamentals and Design, 1956-1957. 

LYNCH, W. T., Cook Ceunty Highway 

130 N. Wills St., Chicago 6, I. 
Subcommittee on Trafic Signs of the Street 
and Highway Committee, 1956-1957; Pavement 
Surfaces Subcommittee of the Street and High 
way Committee, 1956-1957. 

LYNN. THOMAS J., Southwestern Public Sery- 

ice Co., P.O. Box 1261, Amarillo, Texas. 
Chairman, Panhandle Chapter, 1956-1957. 

LYTH, BYRON F., JR., Niagara Mohawk 

Power Corp., 535 Washington St., Buffalo, N.Y 
Membership Committee, 1957-1958; Chairman, 
Western New York Section, 1956-1957 


M 


NORMAN, 


Edison, 7601 


Dept., 


MACBETH, Macbeth Corp., New- 
burgh, N. Y. 

Subcommittee on Color Rendition of the Light 
Sources Committee, 1956-1958. 
MacCONNELL, J. D., Stanford 
School of Education, Stanford, Calif. 

School Committee, 1956-1958. 
MacDONALD, T. H., U. S. Weather Bureau, 
24th & M Sts., N. W., Washington, D. C. 

Daylighting Committee, 1956-1958; Subcom 

mittee on Revision of Recommended Practice 

for Daylighting of the Daylighting Commit- 

tee, 1956-1958. 

MACHAMER, H. E., Ceco Steel Products Corp., 
5601 West 26th St., Chicago 50, Hl. 

Daylighting Committee, 1956-1957. 
MACHTINGER, EDWARD, Crouse-Hinds Co. 
of Canada Ltd., 1160 Birchmount Rd., Scar 
boro, Ont. 

Committee on Sports and Recreational 

1956-1958; Secretary, Toronto Section, 

1957; Conference Executive Committee, 

1958. 

MacINTYRE, A. J., Hughes Aircraft Co., Flor 
ence and Teale St., Culver City, Calif. 

Aircraft Cabin Lighting Subcommittee of the 

Aviation Committee, 1957-1958. 

MACKAY, C. B., Safety Industries, Inc., Light- 
ing Div., P.O. Box 70, Milford, Conn. 

Subcommittee on Interior Lighting — Land 

Transportation of the Committee on Public 

Convevances — Interior Lighting, 1956-1958. 
MACKESEY, THOMAS W., College of Archi 
tecture, Cornell University, Ithaca, N. Y. 

Committee on Allied Arts, 1956-1957. 
MACKIE, LESLIE, George Mackie & Sons, 225 
King St. E., St. John, N. B. 

Secretary, Maritime Chapter, 1957-1958. 
MACKINNEY, WILLIAM R., Rumsey Elec. Co., 
12382 Hamilton St., Philadelphia, Pa 

Chairman, Philadelphia Section, 1956-1957. 
MacMACKIN, DOUGLAS, 179 Prince Wm. St., 
St. John, N. B., Canada. 

Chairman, Maritime Chapter, 1956-1957. 
MacRAE, FRED B., 6914 Montgomery Ave., 
Cincinnati, Ohio. 

Secretary, Ohio Valley Section, 1956-1957. 
MacVEAN, RALPH H., Consolidated Fdison — 
Westchester, 9 S. Ist Ave., Mt. Vernon, N. Y. 

Chairman, General Board of Examiners, 1956- 

1957. 

MACY, CHARLES W., Pacific Gas & Electric 
Co., 445 Sutter St., San Francisco 6, Calif. 

Chairman, Golden Gate Section, 1957-1958; 

Office Committee, 1956-1958. 

MADDEN, R. D., Southwestern Gas & Electric 
Co., 428 Travis, Shreveport, La. 
Secretary, Ark-La-Tex Chapter, 1957-1958. 


University, 
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MADONIA, T. S., Westinghouse Electric Corp., 
Bloomfield, N. J 

Committee on Public Conveyvances — Interior 

Lighting, 1956-1958; Subcommittee on Ma- 

rine Transportation of the Committee on 

Public Conveyances, 1956-1958; Subcommittee 

on Land Transportation of the Committee on 

Public Conveyances, 1956-1958. 
MAGDSICK, H. H., 15925 Van 
Cleveland, Ohio. 

Advisory Member of the Education Commit- 

tee, 1957-1958; Medal Award Committee, 1957- 

1958; Chairman, Education Committee, 1956- 

1957 
MANGOLD, WILLIS, General Electric Co., 710 
N. 12th St., St. Louis, Mo. 

Secretary, St. Louis Section, 1957-1958. 
MANKKI, ONNIE, 7113 Euclid Ave., Cleveland, 

Ohio. 

Allied Arts Committee, 1956-1958. 
MANSELL, T. NORMAN, [831 Chestnut St., 
Philadelphia 3, Pa 

Subcommittee on Churches of the Institutions 

Committee, 1956-1958 
MARCOUX, VALERE, Northern 
1299 Charest Bivd., Quebec, Que. 

Secretary, Quebec Chapter, 1957-1958. 
MARKLAND, FRED W., Graybar Electric Co., 
211 N. W. 22nd Ave., Miami, Fla. 

Chairman, Southeast Florida Section, 1957- 

1958; Secretary, Southeast Florida Chapter, 

1956-1957. 

MARKS, GERALD, Lighting Associates, 53 W. 
Jackson Bivd., Chicago, Ill. 

Chairman, Task Subcommittee of the Mem- 

bership Committee, 1957-1958; Committee on 

Fducation, 1957-1958; Membership Committee, 

1956-1958; Subcommittee to Revise IES 

Courses on Lighting Fundamentals and De 

sign of the Committee on Lighting Education, 

196.1957 
MARRIETT, F. J.. Thomas 
700 Oak St., Ft. Atkinson, Wis. 

Chairman, Residence Lighting Committee, 

1956-1958; Committee on Quality and Quan 

tity of Illumination, 1957-1958; Progress Com 

mittee, 1956-1958. 

MARSH, BURTON W., American Automobile 
Assn., 1712 G Street, N. W., Washington 6, D. C. 

Motor Vehicle (Exterior) Committee, 1956- 

1958. 

MARSH, CHARLES, Pennsylvania State Uni 
versity, University Park, Pa. 

Motor Vehicle (Exterior) Committee, 1956 

1958; Subcommittee on Visibility under Fog 

Conditions of the Committee on Street and 

Highway Lighting, 1956-1958 
MARSHALL, G. J., L. R. Fairn, Architect, 41 
Argyle, Halifax, N. §. 

Chairman, Bluenose Chapter, 1957-1958 
MARTIN, BUFORD H., Tennessee Valley Au- 
thority, Chattanooga, Tenn. 

Committee on Residence 

1956-1957. 
MARTIN, W. C., 
2100 Ist Ave. N., Birmingham, Ala. 

Secretary, Alabama Section, 1956-1957. 
MARXHEIMER, R. B., State Div. of Highways. 
P.O. Box 2304, Terminal Ave., Los Angeles 54, 
Calif 

Roadway Lighting Committee, 1956-1958: Sub 

committee on Interchange with Forcign 

Groups of Roadway Committee, 1957-1958. 
MASON, HAROLD F., City of Philadelphia, 
Room 1032, City Hall Annex, Philadelphia, Pa. 

Roadway Lighting Committee, 1956-1958: 

Mercury Vapor Lamp Subcommittee of the 

Committee on Street and Highway Lighting, 

1956-1957; Tunnel and Underpass Subcommit- 

tee of the Committee on Street and Highway 

Lighting, 1956-1958: General Light Sources 

Subcommittee of the Roadway Committee, 

1957-1958. 

MASSOPUST, CARL F., 
Transportation Corp., 135 
Chicago 90, TI. 

Subcommittee on Plastics (1ES-SPI-NEMA) of 

the Committee on Light Control and Equip- 

ment Design, 1956. 1957 
MASTERSON, C. T.. General Electric Co., 165 
N. Canal St., Chicago 6, Til. 

Subcommittee on Dining Areas of the Institu 

tions Committee. 1956-1958. 

MATTHEWS, ROY W., California Division of 

Highways, P. 0. Box 1499, Sacramento, Calif. 
Committee on Street and Highway Lighting, 
1956-1957: Subcommittee on Traffic Safety of 
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the Committee on Street and Highway Light- 

ing, 1956-1957; Subcommittee on Traffic Signs 

of the Street and Highway Lighting Commit- 
tee 1956-1957; Subcommittee on Standard 

Practice of the Street and Highway Lighting 

Committee, 1956-1957. 

McCANDLESS, STANLEY R., Century Light- 
ing, Inc., 521 W. 43rd Street, New York 36, N.Y. 

Committee on Television — Lighting for Pro- 

duction, 1956-1957; IES-SMPTE Joint Com. 

mittee on Equipment Performance Ratings, 

1956-1957. 

McCANN, M. F., Everbrite Electric Sign 
1440 N. 4th St., Milwaukee, Wis. 

Sign Committee, 1957-1958. 
McCLELLAN, D. L., Thomas & Hutton & 
Assoc., P.O. Box 1045, Savannah, Ga. 

Chairman, Coastal Empire Chapter, 1957-1958. 
McCLUSKY, VAL G., General Electric Co., 738 
Fifth Third Bank Bldg., Cincinnati, Ohio. 

Chairman, Ohio Valley Section, 1956-1958. 
McCORMICK, C. W., Connecticut Light & 
Power Co., P.O. Box 2010, Hartford 1, Conn. 

Director, 1956-1958; Chairman, Lighting Serv- 

ice Committee, 1957-1958; Task Subcommittee 

of the National Technical Conference Execu- 
tive Subcommittee, 1957-1958; National Tech- 
nical Conference Committee, 1957-1958; Vice- 

Chairman, Lighting Service Committee, 1956- 

1957; Committee on Procedures and Policies, 

1956-1957. 

McCULLOCH, J. H., Independent Testing Lab- 
oratories, 1928 Fourteenth St., Boulder, Colo. 

Committee on Testing Procedures for Illumi- 

nation Characteristics, 1956-1958; Chairman, 

Progress Committee, 1956-1957; Institutions 

Committee, 1956-1958; Subcommittee on 

Guide for Brightness Measurements of the 

Testing Procedures Committee, 1956-1958; 

Subcommittee on Guide for Reporting Light- 

ing Equipment Engineering Data of the Com- 

mittee on Testing Procedures for Illumination 

Characteristics, 1956-1957. 

McDAVITT, MURRAY, Owens Illinois Glass 
Co., 1700 N. Westwood Ave., Toledo 7, Ohio. 

Daylighting Committee, 1956-1957. 
McFARLAND, R. B., Central Maine Power Co., 
90 Green St., Augusta, Maine. 

Committee on Allied Arts, 1956-1957. 
McGOUGH, J. F., Welshbach Street Lighting 
Co. of America, 1500 Walnut St., Philadelphia 
2, Pa. 

Roadway Lighting Committee, 1956-1958; Sub- 

committee on Luminaire Maintenance of the 

Committee on Street and Highway Lighting, 

1956-1958; Photographic Studies Subcommittee 

of the Committee on Street and Highway 

Lighting, 1956-1957. 

McGREGOR, DOROTHY, B. C. Electric Co., 
Ltd., 570 Dunsmuir St., Vancouver 2, B. C., 
Canada. 

Contributing Member of the Home Lighting 

Data Sheets Subcommittee of the Publications 

Committee, 1957-1958; Residence Lighting 

Data Sheet Subcommittee of the Publications 

Committee, 1956-1957. 

McKEAND, JOHN F., Gerald R. Helmig & 
Assoc., 357 W. Ist St., Dayton 2, Ohio. 

Secretary, Miami Valley Chapter, 1956-1957. 
McKENZIE, GORDON, Calgary Power Ltd., 
Box 190, Calgary, Alta. 

Secretary, Chinook Chapter, 1957-1958. 
McKINLEY, R. W., Pittsburgh Plate Glass Co., 

Gateway Center, Pittsburgh 22, Pa. 

Daylighting Committee, 1956-1958; Chairman, 

Subcommittee on Revision of Recommended 

Practice for Daylighting, 1956-1958; Coordi- 

nating Subcommittee of the Daylighting Com- 

mittee, 1956-1958; Office Committee, 1956- 

1958; Subcommittee on Revision of Handbook 

Daylighting Section, 1956-1957; Committee on 

Fducation, 1956-1957; Chairman, IFS-ASHAE 

Committee, 1956-1957: Brochure Subcommit- 

tee of the Committee on Lighting Education, 

1456-1957. 

M: LAUGHLIN, JOHN T., Kelso-Burnett Elec- 
tric Co., 228 W. Jackson Bilvd., Chicago 6, TI. 

Chairman. Committee on Light Control and 

Fquipment Design, 1957-1958; Vice-Chairman, 

Committee on Light Control and Equipment 

Design, 1956-1957. 

McMICHAELS, RAY A., Georgia Power & Light 
Co., Valdosta, Ga. 
Chairman, Suwannee River Chapter, 
1958 


Inc., 


1957- 


McMULLEN, H. G., Memphis 
Water Division, 179 Madison Ave., 
Tenn, 

Chairman, Mid-South Chapter, 1957-1958; 

Secretary, Mid-South Chapter, 1956-1957. 
McNALL, JAMES B., West Power Co., 
Cabin Hill, Greensburg, Pa. 

Regional Representative, 

mittee, 1956-1957. 
McNAUGHTON, W. J. A., Electrical News & 
Engineering, P.O. Box 4000, Terminal A, 
Toronto, Ont., Canada. 

Regional Publications 

dian Region, 1956-1957. 
McVEY, J. J., Niagara Mohawk Power Co., 300 
Erie Blvd. W., Syracuse, N. Y. 

Chairman, Central New York Section, 

1958. 

MEAKER, PHELPS, General Electric Co., Nela 
Park, Cleveland 12, Ohio. 

Chairman, Committee on Testing Procedures 

for Illumination Characteristics, 1956-1958; 

Design Practice Committee, 1957-1958. 
MEEHAN, ELIZABETH A., Philadelphia Elec- 
tric Co., 211 S. Broad St., Philadelphia, Pa. 

Subcommittee on Training Outline of the 

Residence Lighting Committee, 1957-1958; 

Residence Lighting Committee, 1956-1957. 
MEESE, GEORGE E., General Electric Co., Nela 
Park, Cleveland 12, Ohio. 

Subcommittee on Visibility under Fog Condi- 

tions of the Committee on Street and Highway 

Lighting, 1956-1957. 

MEYERS, GEORGE A., Sylvania Electric Prod- 
ucts, Inc., 75 Sylvan St., Danvers, Mass. 

Committee on Testing Procedures for Ilumi- 

nation Characteristics, 1956-1958; Chairman, 

Subcommittee on Guide for Electrical Meas- 

urements of Fluorescent Lamps of the Com- 

mittee on Testing Procedures for Illumination 

Characteristics, 1956-1957; Subcommittee on 

Guide for Photometric Testing of Fluorescent 

Lamps of the Committee on Testing Proce- 

dures for Ulumination Characteristics, 1956- 

1957; Subcommittee on Use of Photoelectric 

Portable Photometers of the Testing Proce- 

dures Committee, 1957-1958. 
MILES, F. C., Pittsburgh Plat 
Gateway Center, Pittsburgh 22, , 

Daylighting Committee, 1956-.958; Subcom- 

mittee on Brightness Ratio Measurement of 

the Davlighting Committee, 1957-1958. 
MILES, FRANCIS F., Frank Miles Electric Co., 
821 W. 17th St., Kansas City 8, Mo. 

Chairman, Heart of America Section, 

1957. 
MILLER, A. D., 
Ont. 

Secretary, Ottawa Section, 
MILLER, D. C., General 
Park, Cleveland 12, Ohio. 

Aviation Committee, 1956-1958. 
MILLIKEN, C. §&., Lockheed 
Burbank, Calif. 

Aircraft Cabin Lighting Subcommittee of the 

Aviation Committee, 1957-1958. 

MILLS, F. B., Sheraton Corp. of America, 470 
Atlantic Ave., Boston, Mass. 

Subcommittce on Hotels of 

Committee, 1956-1958. 
MILLS, JOHN H., Chadwick-Carroll Brass & 
Fixtures, Ltd., 365 Wilson St., Hamilton, Ont., 
Canada. 

Chairman, Hamilton Ontario Chapter, 1956- 

1957. 

MINORS, C. R., Georgia Power Co., P.O. Box 
1719, Atlanta, Ga. 

Roadway Lighting Committee, 1956-1958; Sub- 

committee on Programs & Publicity, 1956- 

1957: Subcommitte on Traffic Safety, 1956- 

1957; Subcommittee on Luminaire Mainte- 

nance, 1956-1957; Subcommittee on Hand- 

book, 1957-1958: Subcommittee on Traffic 

Safety, 1957-1958. 

MITCHELL, J. DIXON, Westinghouse Electric 
Corp., 2260 Peachtree Industrial Blvd., Cham- 
blee, Ga. 

Director, 1957-1958; National Technical Con- 

ference Committee, 1956-1958; Advance Plan- 

ning Committee, 1957-1958; Task Subcommit- 
tee of the National Technical Conference 

Executive Subcommittee, 1957-1958; Regional 
Vice-President, Southeastern Region, 1956- 

1957: Regional Activities Committee, 1956- 

1957. 
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MOESTA, F. E., JR., Cleveland Electric Ilumi 
nating Co., 75 Public Square, Cleveland 13, 
Phio. 

Subcommittee on Program and Publicity of 

the Committee on Roadway Lighting, 1956- 

1958; Mercury Vapor Lamp Subcommittee of 

the Committee on Street and Highway Light- 

ing, 1956-1957; Committee on Street and 

Highway Lighting, 1956-1957; Standard Prac- 

tice Subcommittee of the Roadway Committee, 

1957-1958. 

MOLE, PETER, Mole-Richardson Co., 937 No 
Svcamore Ave., Hollywood 38, Calif. 

Searchlight Committee, 1956-1958. 
MONAHAN, T. I., Naval Material Laboratory, 
New York Naval Shipyard, Brooklyn 1, N. Y. 

Searchlight Committee, 1956-1958. 

MONSEES, S. V., City of San Diego, Civic Cen 
ter, 1600 Pacific Blvd., San Diego, Calif. 

Chairman, San Diego Section, 1957-1958. 
MONTABONE, W. J., Ahern & Soper, Ltd., 56 
Sparks St., Ottawa, Ont., Canada. 

Regional Representative, Membership Com 

mittee, 1956-1957. 

MOODY, J. A., LT., Naval Medical Research 
lab., Submarine Base, New London, Conn. 

Subcommittee on Marine Transportation of 

the Committee on Public Conveyances — In 

terior Lighting, 1957-1958. 

MOORE, DUDLEY D., Benjamin Electric Mfg. 
Co., 4408 S. E. 113th Street, Portland 66, Ore. 

Chairman, Oregon Section, 1956-1957. 
MOORE, M. B., Westinghouse Electric 
Box 1559, Greenville, 8. C. 

Allied Arts Committee, 1957-1958 
MOORE, THOMAS L., Fischbach & Moore of 
Texas, Inc., 1717 Baylor Ave., Dallas 10, Texas. 

Chairman, North Texas Section, 1957-1958. 
MORAN, FERN 

National Technical 

Committee, 1956-1957. 
MORBITO, JOSEPH 
Kent, Ohio. 

Allied Arts Committee, 1956-1958. 

MORE, HERBERT R., Klieg! Bros., 321 W 
50th St., New York 19, N. Y. 
Committee on Television 

duction, 1956-1957. 
MORRIS, GEORGE L., Alabama Power Co., 
2100 N. Ist Ave., Birmingham 8, Ala. 

Vice-President, South Central Region, 

1958; Regional Activities Committee, 

1958. 

MORRIS, ROBERT W., General Electric 
Nela Park, Cleveland 12, Ohio. 

Chairman, Cleveland Section, 1957-1958; Publi 

cations Committee, 1956-1958; Handbook Re 

vision Committee, 1956-1958; Chairman, Edi- 
torial Content and Technical Data Sheets Sub- 
committee of the Publications Committee, 

1957-1958 Chairman, Subcommittee on 

Changes and Improvements of the Publica 

tions Committee, 1956-1957; IES-SMPTE 

Joint Committee on Equipment Performance 

Ratings, 1956-1957 
MORRIS, RUTH, Georgia 
Box 1719, Atlanta, Ga. 

Committee on Residence Lighting Forums, 

1957-1958 Chairman, Residence Lighting 

Forums Committee, 1956-1957. 
MORRISON, JOHN, Simpson & 
1010 Longley St., Victoria, B. C. 

Chairman, Vancouver Island Chapter, 1957 

1958; Secretary, Maritime Chapter, 1956-1957. 
MORTENSEN. M. A., General Electric Co., 
Nela Park, Cleveland 12, Ohio. 

Chairman, Subcommittee on Aviation Lamps 

(Miniature) of the Aviation Committee, 1956- 

1958. 

MORWICK, FE. K., Canadian Westinghouse Co., 
Itd., Aberdeen Ave., Hamilton, Ont., Canada. 

Secretary, Hamilton Ontario Chapter, 1956- 

1957. 

MOWREY, F. W., American Window Glass Co., 
Research Center, 4375 Old Wm. Penn Highway, 
Turtle Creek, Pa. 

Daylighting Committee, 1956-1958; Subcom- 

mittee on Revision of Recommended Practice 

for Davlighting of the Davlighting Committee, 

1956-1958. 

MOYER, E. L., Malcolm B. & Edwin L. Moyer, 
Box 21, Calvin Station, Syracuse 5, N. Y. 

Chairman, Central New York Section, 

1957. 

MOYER, ROBERT R., Monsanto Chemical Co., 
Plastics Div., Monsanto Ave., Springfield, Mass. 
Subcommittee on Plastics (IES-SPI-NEMA) of 


Corp., 
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Co., 
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Power Co., 


McGregor, 


1956- 


1957 


the Committee on Light Control and Equip- 
ment Design, 1956-1957. 
MUCHA, JOHN, Philadelphia Electrical & Mfg. 
Co., 1200-36 N. $list St., Philadelphia 21, Pa. 
Committee on Sports and Recreational Areas, 
1956-1958. 
MULOCK, WAYNE F., Utah Power & Light 
Co., 138 S. Main St., Salt Lake City 10, Utah. 
Chairman, Utah Section, 1956-1957. 
MUNROE, CHARLES C., Jr., 25741 
Dr., Dearborn, Mich. 
Secretary, Michigan 
gional Representative, 
tee, 1956-1957. 
MURRAH, JACK, Georgia Power Co., 
Box 1719, Atlanta I, Ga. 
National Technical Conference Executive Com- 
mittee, 1956-1957. 
MYERS, M. J., JR., Public Service Co. of Okla- 
homa, P.O. Box 201, Tulsa, Okla. 
Membership Committee, 1956-1957. 


N 


NADEAU, A. T., Bureau of Street Lighting, 
Dep't. of Public Works, 251 City Hall, Los An 
geles 12, Calif. 

Chairman, Traffic Sign Lighting Subcommit 

tee of the Roadway Lighting Committee, 1957- 

1958; Roadway Lighting Committee, 1956- 

1958; Subcommittee on Luminaire Mainte- 

nance of the Committee on Street and High- 

way Lighting, 1956-1958; Fluorescent Light- 
ing Subcommittee of the Committee on Street 
and Highway Lighting, 1956-1957; Standard 

Practice Subcommittee of the Roadway Com- 

mittee, 1957-1958. 

NAGEL, GEORGE A., Connecticut State High- 
way Dept., P.O. Box 2188, Hartford 15, Conn. 

Roadway Committee, 1957-1958. 

NAGEL, R. IL., Stimsonite Division of ESNA 
445 N. Kimball, Chicago, Ill. 

Committee on Motor Vehicle Lighting (Ex 

terior), 1956-1958; Committee on Light Con 

trol and Equipment Design, 1956-1957. 
NAKO, GORDON, Mitchell Mfg. Co., Ltd., 3600 
Barclay St., Montreal, Que. 

Secretary, Montreal Section, 1956-1958. 
NEAL, F. M., Corning Glass Works, Corning, 
N. ¥. 

Committee on Testing Procedures for Ilumi- 

nation Characteristics, 1956-1958; Subcommit- 

tee on Guide for Photometric Testing of Fluo- 
rescent Luminaires, 1956-1957; Subcommittee 
on Guide for Photometric Measurements of 

Mercury Vapor Lamps of the Committee on 

Testing Procedures, 1956-1957. 
NEIDHART, J. J., The Miller Co., 
Conn. 

Chairman, Handbook Revision Committee, 

1956-1958; Office Committee, 1956-1958; Com- 

mittee on Design Practice, 1956-1958; School 

Committee, 1956-1958; Store Lighting Com- 

mittee, 1956-1957. 

NETHERTON, JAMES C., JR., 3130 E. 44th 
St., Tulsa, Okla. 

Secretary, Oil Capital Section, 1956-1957. 
NEU, R. J., Rohm & Haas Co., Washington Sq., 
Philadelphia, Pa. 

Committee on Sign Lighting, 1956-1958. 
NEUWIRTH, L., Stadler, Neuwirth, Inc., I! 
Fast 26th St., New York, N. Y. 

Residence Lighting Committee, 
NEWELL, J. K. 

Aviation Lighting Committee, 1957-1958; Air- 

port Service Area Lighting Subcommittee of 

the Aviation Committee, 1957-1958; Search- 

light Committee, 1956-1957. 

NEWHOUSE, JOHN C., Northern States Power 
Co., 15 S. 5th St., Minneapolis, Minn. 

Secretary, Twin City Section, 1957-1958. 
NICKERSON, DOROTHY, U. S. Dept. of Agri- 
culture, 2089 New Hampshire Ave., N.W., 
Washington, D. C. 

Chairman, Subcommittee on Color Rendition 

of the Committee on Light Sources, 1956- 

1958. 

NOFFSINGER, L. R., Dep't. of the Navy, Bu- 
reau of Aeronautics, Washington, D. C. 

Searchlight Committee, 1956-1958; Chairman, 

Visibility of Targets Subcommittee of the 

Searchlight Committee, 1956-1958; Revision of 

1.E.S. Handbook Subcommittee of the Search- 

light Committee, 1956-1958; Subcommittee on 

Aircraft Exterior Lighting of the Committee 

on Aviation Lighting, 1956-1957. 


Kennedy 


Section, 1957-1958; Re- 
Membership Commit- 


P.O. 


Meriden, 


1956-1957. 


NONNEMANN, H. S., Dayton Power & Light 
Co., 25 North Main St., Dayton, Ohio. 

Chairman, Miami Valley Section, 1957-1958; 

Fluorescent Lighting Subcommittee of the 

Street and Highway Lighting Committee, 1956- 

1957; Program and Publicity Subcommittee of 

the Street and Highway Lighting Committee, 

1956-1957; Pavement Surfaces Subcommittee 

of the Street and Highway Lighting Commit- 

tee, 1956-1957. 

NORDBY, L. R., Canadian General Electric Co., 
212 King St., W., Toronto, Ont. 

Conference Executive Committee, 1957-1958. 
NORNBERGER, LEWIS L., Consumers Power 
Co., 821 Hastings St., Traverse City, Mich. 

Secretary, Western Michigan Section, 

1958. 

NYLUND, ERIC G., Nylund Electric Company, 
5723 Grand Ave., Duluth 7, Minn. 
Secretary, Twin Ports Chapter, 1956-1957. 


e) 


OBERHAUSEN, J. J., Law & Wilson, P.O. Box 

3530, Honolulu, Hawaii. 

Roadway Lighting Committee, 1956-1958; 

Tunnel and Underpass Subcommittee of the 

Committee on Street and Highway Lighting, 

1956-1957. 

OBERLANDER, ORLO, Oberlander 

Co., 725 W. Main St., Peoria, Il. 
Chairman, Cential Illinois Chapter, 1957-1958. 

O'BRIEN, PHILIP F., University of California, 

Los Angeles, Calif. 

Nomenclature Committee, 1957-1958. 

OBAY, A. B., 5860 Richmond Rd., R. D. #2, 

Bedford, Ohio. 

Advance Planning Committee, 1956-1958. 
ODLE, H. A., Holophane Co., Inc., Newark, 
Ohio. 

Design Practice Committee, 1957-1958. 
OERKVITZ, C. A., Westinghouse Electric Corp., 
739 Hamilton St., Allentown, Pa. 

Chairman, Eastern Pennsylvania Section, 1956- 

1957. 

OERTING, HAROLD V., Potomac Electric 

Power Co., 10th & E Streets, N. W., Washington 

1, D.C. 

Chairman, Capital Section, 1956-1957. 
OGDEN, F. W., The Miller Co., 99 Center St., 
Meriden, Conn. 

Committee on Light Control and Equipment 

Design, 1956-1957. 
O'’KELLEY, ELIZABETH 

Committee on Residence 

1957-1958. 

OLSEN, HENRIK W., Rambusch Decorating 

Co., 40 W. 13th St., New York, N. Y. 
Subcommittee on Churches of the Institutions 
Committee, 1956-1957. 

O’MEARA, WALTER, National Broadcasting 

Co., 30 Rockefeller Plaza, New York 20, N.Y. 
Chairman, Committee on Television — Light- 
ing for Production, 1956-1957; TES-SMPTE 
Joint Committee on Equipment Performance 
Ratings, 1956-1957. 

O'NEILL, D. J., Holophane Co., Inc., $42 Madi- 

son Ave., New York, N. Y. 

Industrial Committee, 1956-1958; Subcommit- 

tee on Outdoor Production Areas of the In- 

dustrial Committee, 1956-1957; Subcommittee 
on Central Station Properties of the Industrial 

Lighting Committee, 1956-1957. 

ORR, C. H. 

Light Sources Subcommittee of the Searchlight 

Committee, 1956-1957; Liaison Representative, 

Searchlight Committee, 1956-1957. 

ORTLIEB, O. P., 311 City Hall, Trenton, N. J. 
Chairman, Subcommittee on Traffic Safety of 
the Roadway Lighting Committee, 1956-1958; 
Roadway Lighting Comittee, 1956-1958; Park- 
ing Area Lighting Subcommittee of the Road- 
way Lighting Committee, 1956-1957; Subcom- 
mittee on High Speed, Heavy Traffic Density 
Highways of the Roadway Lighting Commit- 
tee, 1956-1957; Subcommittee on Parking Area 
Lighting of the Roadway Committee, 1957- 
1958. 

OSBORNE, H. W., 

N.Y 
Roadway Lighting Committee, 1957-1958; 
Chairman, Subcommittee on Traffic Signs of 
the Street and Highway Lighting Committee, 
1956-1958; Subcommittee on Coordination of 
the Committee on Street and Highway Light- 
ing, 1956-1957; Tunnel and Underpass Sub- 
committee, Parking Area Lighting Subcom- 
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Traffic Safety, of the 
Lighting Committee, 


mittee, Subcommittee on 
Street and Highway 
1956-1957. 


P 


PAGE, AILEEN M., General Electric Co., Cleve 

land, Ohio. 

Contributing Member of the Home Lighting 
Data Sheets Subcommittee of the Publications 
Committee, 1956-1958. 

PALIUS, K. M. 
Committee on 
duction, 1956-1957; 
mittee on Fquipment 
1956-1957. 

PALMER, ROY A... Duke 

Bidg., Charlotte, N. C. 
Board of Fellows, 1956-1958; Allied Arts Com 
mittee, 1956-1958; Residence Lighting Com 
mittee, 1957-1958; Roadway Lighting Com 
mittee, 1956-1958; Education Committee, 1957 
1958; Subcommittee on Luminaire Mainte 
nance of the Committee on Street and High 
way Lighting, 1956-1958. 

PARK, GLENN E., General Electric 

Tuchaseegee Rd., Charlotte, N. C. 
Membership Committee, 1957-1958; 
Planning Committee, 1956-1958. 

PARK, J. H., National Bureau of 

Washington, D. C. 

Subcommittee on Guide for Photometric Meas- 

Mercury Vapor Lamps of the 
Committee on Testing Procedures for lumi 
nation Characteristics, 1956-1957. 

PARKS, FARLE E., Nashville Electric 

Co., 605 Church St., Nashville 3, Tenn. 
Subcommittee on Luminaire Maintenance of 
the Committee on Street and Highway Light 
ing, 1956-1958. 

PARKS, L. G., Ebasco Services, Inc., 2 Rector 

St.. New York, N. Y. 

Vice-Chairman, Industrial Committee, 
1958; Industrial Committee, 1956-1957; Chair 
man, Subcommittee on Central Station Prop- 
erties of the Industrial Committee, 1956-1957. 
PARSONS, J. F., Niagara Mohawk Power Corp., 
Electric Bidg., Buffalo, N. Y. 
Chairman, Subcommittee on Electric Lighting 
Design of the School Committee, 1956-1958; 
School Committee, 1956-1958; Committee on 
Education, 1956-1958; Chairman, TES-US Pub- 
lic Health Service Committee, 1956-1958; Sub- 
committee to Revise [ES Courses on Lighting 
and Design of the Committee 


Television — Lighting for Pro 
IES-SMPTE Joint Com 
Performance Ratings, 


Power Co., Power 


Co., 1001 


Advance 


Standards, 


urements of 


Service 


1957 


Fundamentals 

on Education, 1956-1957. 

PARSONS, KENNETH, University of Maine, 5 
Lord Hall, Orono, Maine. 

Allied Arts Committee, 1956-1958. 
PARTRIDGE, K. I Hartford Electric 
Co., 266 Pearl St., Hartford, Conn. 

Roadway Lighting Committee, 1956-1958; 

Subcommittee on Traffic Saikiy of the Com 

mittee on Street and Highway Lighting. 

1956-1957; Subcommittee on Luminaire Main 

tenance of the Committee on Street and High 

way Lighting, 1956-1958; Subcommittee on 

Standard Practice of the Committee on Street 

and Highway Lighting, 1956-1957. 

PASLAY, R. C., Louisiana Power & Light Co 
142 Delaronde St.. New Orleans, La. 

Committee on Headquarters Location, 1957 

1958; Committee on Student Membership, 

1957-1958 
PATTESON, A. W., Engineer Research & De- 
velopment Laboratories, Ft. Belvoir, Va 

Optics Subcommittee of the Searchlight Com- 

mittee, 1956-1958; Subcommittee on Visibility 

of Targets of the Searchlight Committee, 

1956-1957. 

PATTERSON, GALE H., General Electric 
ply Co., 1429 18th St., Denver, Colo. 

Secretary, Rocky Mountain Section, 1957-1958 
PATTERSON, RUTH, Dallas Power & Light 
Co., 1506 Commerce, Dallas, Texas. 

Contributing Member of the Home Lighting 

Data Sheets Subcommittee of the Publications 

Committee, 1956-1958; Regional Publications 

Representative, Southwestern Region, 1956- 

1957. 

PAUGH, R. L., General Electric Co., Nela Park, 
Cleveland, Ohio. 

Subcommittee on Airport Taxiway Lighting 

of the Aviation Committee, 1956-1958. 

PAUL, ELLIS E., Howard, Needles, Tammen & 
Rergendoff, 99 Church St., New York, N. Y. 


Light 


Sup- 
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Chairman, Subcommittee on Visibility under 
Fog Conditions of the Roadway Lighting Com 
mittee, 1956-1958; Roadway Lighting Com- 
mittee, 1956-1958; Subcommittee on High 
Speed, Heavy Traflc Density Highways of the 
Street and Highway Lighting Committee, 1956 
1957. 
PAYSON, H. R., Tri-Bec, Inc., Industrial 
Centre *5, Quebec City, Que., Canada. 
Secretary, Quebec Chapter, 1956-1957. 
PEAKE, TAYLOR 
National Technical 
Committee, 1956-1957. 
PEARSON, H. J. C., 1619 Sunken Road, Fred 
ericksburg, Va. 
Aviation Committee, 1956-1958; Subcommittee 
on Papers of the Aviation Committee, 1957- 
1958; Papers Committee, 1956-1957; Commit- 
tee on Elements of Signal Lighting, 1956-1957. 
PEARSON, W. M., Graybar Electric Co., 333 
North Avenue, N. W., Atlanta 1, Ga. 
Chairman, Georgia Section, 1956-1957. 
PELOQUIN, ROBERT L., Westinghouse Elec 
tric Corp., 1560 Stadium Dr., Indianapolis, Ind. 
Chairman, Indiana Section, 1957-1958. 
PENAFEATHER, J. C., Leon B. Senter, 307 
Philtower Bldg., Tulsa, Okla. 
Allied Arts Committee, 1957-1958. 
PENNOW, W. A., Westinghouse Electric Corp., 
1216 West 58th St.. Cleveland, Ohio. 
Aviation Committee, 1956-1958; Searchlight 
Committee, 1956-1958; Vice-Chairman, Search 
light Committee, 1956-1957; Executive Sub- 
committee of the Searchlight Committee, 1956- 
1958; Chairman, Visibility of Sources Subcom 
of the Searchlight Committee, 1956- 


Conference Executive 


mittee 

1958 
PETERSEN, DONALD H., Bausch & Lomb 
Optical Co., 635 St. Paul St., Rochester, N. Y. 

Chairman, Optics Subcommittee of the Search 

light Committee, 1956-1958; Searchlight Com 

mittee, 1956-1958. 

PETERSON, FE. L., Edward L. Peterson Co., 
709 Bank of America Bidg., San Diego, Calif. 

Secretary, San Diego Section, 1957-1958. 
PETERSON, FARL DON, Utah Power & Light 
Co., 138 8S. Main St., Salt Lake City 10, Utah. 

Secretary, Utah Section, 1956-1957. 
PETERSON, HENRY, E. 1. du Pont de Nemours 
& Co. Inc., Polychemicals Dept.,. Wilmington, 
Del. 

Committee on Light Control and Equipment 

Design, 1956-1957. 

PETERSON, KENNETH, Westinghouse Electric 
100 Elizabeth St., Duluth, Minn. 

Chairman, Twin Ports Chapter, 1956-1957. 
PHILIPS, D. R., General Electric Co., Lamp 
Div., Nela Park, Cleveland 12, Ohio. 

Committee on Maintenance, 1956-1958. 
PHILLIPS, ALVIN H., Sullivan Hardware Co., 
P.O. Box 420, Greenville, 8. C. 

Secretary, Palmetto Section, 1957-1958. 
PILCHER, ROBERT, General Electric 
1110 W. Capital, Little Rock, Ark. 

Chairman, Arkansas Chapter, 1957-1958. 
PLOWMAN, BLAIR E., The Washington Water 
Power Co., P. O. Drawer 1445, Spokane, Wash- 
ington. 

Regional Representative, Membership Com- 

mittee, 1956-1957; Membership Committee, 

1957-1958; Roadway Lighting Committee, 

1957-1958. 

POTTER, W. M., General 
Park, Cleveland 12, Ohio. 

Vice-Chairman, Committee on Design Prac- 

tice, 1956-1957; Subcommittee on Guide for 

Photometric Testing of Fluorescent Luminaires 

of the Committee on Testing Procedures, 1956- 

1957. 

POWELL, H. W., Broome Electric Co. Inc., 
2700 Lincoln, Amarillo, Texas. 

Secretary, Panhandle Chapter, 1956-1957. 
PREECE, W. R., JR., Baltimore & Ohio Rail- 
road, Room 609, B. & O. Bidg., Baltimore, Md. 

Subcommittee on Interior Lighting — Land 

Transportation of the Committee on Public 

Conveyances — Interior Lighting, 1956-1958; 

Subcommittee on Outdoor Production Areas 

of the Industrial Committee, 1956-1957. 
PRESBREY, PRISCILLA, Westinghouse Electric 
Corp., Bloomfield, N. ]. 

Chairman, Nomenclature Committee, 1956- 

1958; Committee on Testing Procedures, 1956- 

1958; Subcommittee on Measurements of Per- 

formance Characteristics of Portable Lamps of 

the Committee on Residence Lighting, 1957- 

1958; Subcomittee on Guide for Photometric 


Corp., 


Co., 


Electric Co., Nela 


Measurements of Mercury Vapor Lamps, 1956- 
1957; Chairman, Subcommittee on Guide for 
Life Performance Testing of Fluorescent 
Lamps of the Committee on Testing Proce- 
dures, 1956-1957. 
PRETZER, BERT C., Iiuminating Engineering 
Company, 2347 EF. Nine Mile Road, Hazel Park, 
Mich. 
Committee on 
1957. 
PRETZMAN, R. J., Raub Supply Co., James & 
Mulberry St., Lancaster, Pa. 
Secretary, Eastern Pennsylvania Section, 
1957 
PRIDAY, GORDON L., 
Tampa, Fla. 
Secretary, Florida Section, 1956-1957. 
PRISK, C. W., LU. S. Dept. of Commerce, Bu- 
reau of Public Roads, Washington, D. C. 
Subcommittee on Visibility under Fog Condi- 
tions of the Committee on Street and High- 
way Lighting, 1956-1957; Subcommittee on 
Trafhe Signs of the Street and Highway Light 
ing Committee, 1956-1958. 
PRITCHARD, B., Willow Run Research Cen- 
ter, University of Michigan, Ann Arbor, Mich 
Searchlight Committee, 1956-1958. 
PROJECTOR, T. H., National Bureau of Stand- 
ards, Washington, D. C. 
Aviation Committee, 1956-1958; Subcommittee 
on Aircraft Exterior Lighting of the Aviation 
Committee, 1956-1958; Searchlight Committee, 
1956-1958; Executive Subcommittee of the 
Searchlight Committee, 1956-1958; Chairman, 
Revision of IES Handbook Subcommittee of 
the Searchlight Committee, 1956-1958; Chair- 
man, Testing Procedures Subcommittee of the 
Searchlight Committee, 1957-1958. 
PUCKETT, PAUL J., Westinghouse Electric 
Corp., 501 St. Paul Place, Baltimore 2, Md. 
Secretary, Maryland Section, 1956-1957. 
PULOS, ARTHUR J 
Commitice on Allied Arts, 1956-1957. 
PUTNAM, R. C., Case Institute of Technology, 
Cleveland, Ohio. 
Allied Arts Committee, 
on Education, 1956-1958; School Lighting 
Committee, 1956-1958: Hospitals Lighting 
Subcommittee of the Institutions Committee, 
1957-1958. 
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19%- 


1318 Renellie Dr., 


1956-1958; Committee 


RACKLEY, CARLE E., Benjamin Electric 


Mig. 
Co., Des Plaines, Hl. 

Subcommittee on Plastics (IES-SPI-NEMA) of 

the Committee on Light Control and Fquip- 

ment Design, 1956-1957. 
RAE, G. G., Holophane Co., 
son Ave., New York 17, N. Y. 

Store Committee, 1956-1958; Office Committee, 

1956-1958; Handbook Revision Committee, 

1956-1957; Chairman, New York Section, 

1956-1957. 

RAGLAND, J. S., Virginia Electric 
Co., P. O. Box 1194, Richmond, Va. 

Chairman, Virginia Section, 1957-1958. 
RALPH, EDWARD E., Columbia Electric & 
Mig. Co., E. 3420 Ferry St., Spokane, Wash. 

Chairman, Inland Empire Chapter, 1957-1958. 
RAMBUSCH, EDWARD, Rambusch Decorating 
Co., 40 W. 13th St., New York II, N. Y¥. 

Board of Fellows, 1956-1958. 
RANNEY, JOHN L., Institutions 
1801 S. Prairie Ave., Chicago 16, Ill. 

Subcommittee on Dining Areas of the Institu- 

tions Committee, 1956-1958. 

REDFORD, RUBY, Illuminating Enginecring 
Society, 1860 Broadway, New York 23, N. Y. 

Subcommittee on Technical Data Sheets of the 

Publications Committee, 1956-1957. 

REED, R. H., Texas Engineering Experiment 
Station College Station, Texas. 

Daylighting Committee, 1956-1958; Subcom- 

mittee on Measurement and Reporting on 

Daylighting of Interiors of the Daylighting 

Committee, 1956-1957. 

REID, KENNETH, Corp. of the City of Vic 
toria, City Hall, Victoria, B. C., Canada. 

Vice-President, Pacific Northwest Region, 

1956-1958; Regional Activities Committee, 

1956-1958. 

REID, KIRK M., General Electric Company, 
Nela Park, Cleveland 12, Ohio. 

President, 1957-1958; Chairman, Council Ex- 

ecutive Committee, 1957-1958; Ex-officio Mem- 

ber of all committees, 1957-1958; Vice-Presi- 


Inc., 342 Madt- 


& Power 


Magazine, 


1957 





dent, 1956-1957; Chairman, Advisory Board to 

the President, 1956-1957; Defense Coordinat- 

ing Committee, 1956-1957; Council Executive 

Committee, 1956-1957. 
REINHARDT, HARRIS, 
Products, Inc., 1740 Broadway, 
N.Y. 

Nomenclature Committee, 1956-1958. 
RESNICK, STANLEY, Picatinny 
vel Feltman Ammunition Laboratories, 
sechnics Laboratory, Dover, N. J. 

Searchlight Committee, 1956-1958. 
REX, CHARLES H., General Electric Co., Out 
door Lighting Dept., Hendersonville, \. C. 

Chairman, Subcommittee on Roadway Light- 

ing Principles of the Roadway Lighting Com 

mittee, 1956-1958; Roadway Lighting Commit 
tee, 1956-1958; Subcommittee on Visibility 
under Fog Conditions, 1956-1958; Subcom 
mittee on High Speed, Heavy Traffic Density 

Highways, 1956-1957; Parking Area Lighting 

Subcommittee, 1956-1957; Pavement Surfaces 

Subcommittee, 1956-1957; Subcommittee on 

Standard Practice, 1956-1958; Fluorescent 

Lighting Subcommittee, 1956-1957; Research 

Subcommittee of the Committee on Street and 

Highway Lighting, 1956-1958. 

REYNOLDS, JAN S., Sylvania Electric Products, 
Inc., 1740 Broadway, New York 19, N. Y. 

Residence Lighting Committee, 1956-1958; 

Subcommittee on Measurement of Performance 

Characteristics of Portable Lamps of the Com- 

mittee on Residence Lighting, 1957-1958; Sub 

committee on Revision of Contemporary 

Lighting in Modern and Traditional Interiors 

of the Committee on Residence Lighting, 1957 

1958: Committee on Residence Lighting 

Forums, 1956-1958; Reviewing Member of 

the Home Lighting Data Sheets Subcommiitec 

of the Publications Committee, 1956-1958. 
RICE, ARTHUR, Bernard Johnson & Associates, 
4926 Travis, Houston, Texas. 

Chairman, San Jacinto Section, 1957-1958. 
RICKER, EDMUND, New Jersey Turnpike 
Authority, Route #18, New Brunswick, N. J 

Motor Vehicle (Exterior) Committee, 1956 

1958; Subcommittee on Traffic Signs of the 

Street and Highway Lighting Committee, 

1956-1957; Subcommittee on Visibility under 

Fog Conditions of the Committee on Street 

and Highway Lighting, 1956-1958. 
RIDDLE, W. D., General Electric Co., 
Park, Cleveland 12, Ohio. 

Committee on Allied Arts, 1956-1957. 
RIEGO, E. L., Marshall Field & Co., III N 
State St., Third Basement, Chicago, Ill 

Subcommittee on Dining Areas of the Insti- 

tutions Committee, 1956-1958. 

RISER, VOLNEY O., Westinghouse 
Corp., Roosevelt Road, Little Rock, Ark. 

Chairman, Arkansas Chapter, 1956-1957. 
RISSER, ARTHUR C., 1534 Woodland Ave., 
Wichita 3, Kans. 

Subcommittee on Theatres of the Institutions 

Committee, 1956-1957. 

ROBBINS, HARRY R., General Electric Co., 
1400 Book Tower, Detroit 26, Mich. 

Chairman, Michigan Section, 1956-1957. 
ROBERTSON, J. N., Los Angeles Dept. of Wa 
ter & Power, Box 3669, Terminal Annex, Los 
Angeles 54, Calif. 

Vice-Chairman, Committee on Light Control 

and Equipment Design, 1957-1958; Commit 

tee on Light Control and Equipment Design, 

1956-1957. 

ROBERTSON, MAURICE E., Jefferson Electric 
Co., 25th & Madison, Bellwood, Il. 

Committee on Light Control and Equipment 

Design, 1956-1958. 

ROCHE, F. J., E. 1. du Pont de Nemours & Co., 
Inc., 10th & Market Sts, Wilmington 98, Del. 

Committee on Maintenance, 1957-1958. 
RODGERS, ALSTON, General Electric Co., 
Nela Park, Cleveland 12, Ohio. 

Chairman, Education Committee, 1957-1958. 
RODMAN, HARRY E., Rensselaer Polytechnic 
Institute, Troy, N. Y. 

Committee on Allied Arts, 1956-1957. 
RODNEY, G. A., The Martin Co., Mail No. 
X-822, Baltimore 3, Md. 

Subcommittee on Seadrome Lighting of the 

Aviation Committee, 1956-1958. 
ROHRBACH, R. W.., Pacific Wholesale Electric 
Co., 702 State St., San Diego 12, Calif. 

Secretary, San Diego Chapter, 1956-1957. 
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Washington Water 
Ave., Spokane 10, 


ROMANS, GEORGE E., 
Power Co., W. 825 Trent 
Wash. 

Chairman, Inland Empire Chapter, 1956-1957. 
RONAYNE, JOHN, General Electric Co., 205 
E. 42nd Street, New York 17, N. Y. 

Public Relations and Information Committee, 

1957-1958. 

ROPER, VAL, General Electric Co., Nela Park, 
Cleveland 12, Ohio. 

Motor Vehicle (Exterior) 

1958. 

ROSS, M. W., Commonwealth Edison Co., 72 
W. Adams St., Chicago 90, II. 

Secretary, Committee on Sports and Recrea 

tional Areas, 1956-1958; Subcommittee on 

Dining Areas of the Institutions Committee, 

1956-1958. 

ROWTEN, DANA W., Westinghouse Electric 
Corp., 1216 W. 58th St., Cleveland 1, Ohio. 

Chairman, Roadway Lighting Committee, 

1957-1958; Committee on Quality and Quan- 

tity of Illumination — Recommendations for — 

1957-1958; Committee on Testing Procedures 

for Illumination Characteristics, 1956-1958; 

Vice-Chairman, Committee on Street and 

Highway Lighting, 1956-1957. 

RUBIN, JOEL E., Kliegl Bros., 321 W. 50th St., 
New York 19, N. Y. 

Chairman, Subcommittee on Theatres of the 

Institutions Committee, 1956-1957; Chairman, 

IES-SMPTE Joint Committee on Equipment 

Performance Ratings, 1956-1957. 

RUDBERG, E. G., Office, Chief of Engineers, 
Corps of Engineers, Bldg. T-7, Washington 25, 
D.C. 

Subcommittee on Airport Taxiway Lighting of 

the Aviation Committee, 1956-1958; Subcom 

mittee on Heliport Lighting of the Aviation 

Committee, 1956-1958. 

RUGO, A., Sylvania Electric Products, Inc., 2520 
Oakville St., Alexandria, Va. 

Motor Vehicle (Exterior) Committee, 1956 
1958; Secretary, Capital Section, 1956-1957. 
RUSSELL, J. M., Dept. of Water & Power, City 
of Los Angeles, 311 S. Spring St., Los Angeles 

13, Calif. 

Regional Publications Representative, 
Pacific Coast Region, 1956-1957. 
RUSSELL, JOHN A., University of Manitoba, 
School of Architecture, Winnipeg, Man., Canada. 

Committee on Allied Arts, 1956-1958. 
RYLANCE, J., Directorate of Works (Army,) 
Dept. of National Defense, “C" Bldg., Ottawa, 
Ont., Canada. 

Chairman, Ottawa Chapter, 1956-1957. 
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Committee, 1956 


South 


SABAROFF, B. J., Market Steet, San 

Francisco 3, Calif. 
Allied Arts Committee, 1957-1958. 

SALTER, E. H., Electrical Testing Laboratories, 

Inc., 2 East End Ave., New York 21, N. Y 
Subcommittee on Guide for Brightness Meas- 
urements of the Committee on Testing Proce- 
dures for Olumination Characteristics, 1956- 
1958; Committee on Testing Procedures for 
Illumination Characteristics, 1956-1958; Com- 
mittee on Light Sources, 1957-1958; Committee 
on Design Practice, 1956-1958; Chairman, 
Committee on Light Sources, 1956-1957; Sub- 
committee on Guide for Photometric Testing 
of Luminaires, 1956-1957; Subcommittee on 
Guide for Photometric Measurements of Mer- 
cury Vapor Lamps, 1956-1957. 

SAMPSON, FOSTER K., Kistner, Wright & 

Wright, 1125 W. 6th Street, Los Angeles 17, 

Calif. 
Allied Arts Committee, 1956-1958; Daylighting 
Committee, 1956-1958; School Committee, 
1956-1958; Handbook Revision Subcommittee 
of the Committee on School Lighting, 1956- 
1957. 

SAMUELS, HAROLD D., Texas Power & Light 

Co., P.O. Box 6331, Dallas 22, Texas. 
Regional Representative, Membership Com- 
mittee, 1956-1957. 

SANGSTER, A. C., The Detroit Edison Co., 

2000 Second Ave., Detroit 26, Mich. 
Director, 1956-1958; Vice-Chairman, Advance 
Planning Committee, 1956-1958; Subcommittee 
on Churches of the Institutions Committee, 


1957-1958; National Technical Conference 

Committee, 1956-1958; Chairman, Task Sub- 

committee of the National Technical Confer- 

ence Executive Subcommittee, 1957-1958; Com- 

mittee on Procedures and Policies, 1956-1957. 
SARGENT, T. C., Sylvania Flectric Products, 
Inc., 60 Boston Street, Salem, Mass. 

Progress Committee, 1956-1958; Papers Com- 

mittee, 1956-1958; Technical Content Subcom- 

mittee of the Publications Committee, 1957- 

1958; Lighting Service Committee, 1956-1957. 
SAYLES, C .1., School of Hotel Administration, 
Cornell University, Ithaca, N. Y. 

Chairman, Subcommittee on Hotels of the 

Institutions Committee, 1956-1958. 
SCHAEFER, E. H., Wisconsin Electric Power 
Co., 231 W. Michigan St., Milwaukee 3, Wis. 

Chairman, Subcommittee on Service Stations 

and Parking Areas of the Store Committee, 

1956-1958; Subcommittee on Parking Area 

Lighting of the Roadway Committee, 1957- 

1958. 

SCHMIDT, FRED, Graybar Electric Co., 
186 N .Water St., Rochester, N. Y. 

Chairman, Rochester Section, 1957-1958. 
SCHMECKEBIER, LAURENCE, 
School of Art, Syracuse University, 
New York. 

Committee on Allied Arts, 
SCHMIES, H. M., General 
Park, Cleveland 12, Ohio. 

Subcommittee on Aircraft Exterior Lighting 

of the Aviation Committee, 1956-1958. 
SCHMITT, FRANK J., Rochester Gas & Elec- 
tric Corp., 89 East Avenue, Rochester 4, N. Y. 

Roadway Lighting Committee, 1956-1958: 

Parking Area Lighting Subcommittee, 1956- 

1957; Tunnel and Underpass Subcommittee, 

1956-1958; Subcommittee on Traffic Safety, 

1956-1957; Photographic Studies Subcommit- 

tee, 1956-1958; Chairman, Coordination Sub 

committee of the Roadway Lighting Commit- 

tee, 1957-1958. 

SCHNEIDER, DEL, Central Ilinois Light Com- 
pany, 316-318 S. Jefferson, Peoria, Il. 

Secretary, Central Illinois Chapter, 1956-1957. 
SCHNELLER, JOSEPH A., Lighting Products, 
Inc., 1549 Park Ave. N., Highland Park, Il. 

Vice-Presdent, Midwestern Region, 1956-1958; 

Regional Activities Committee, 1956-1958; Na- 

tional Technical Conference Committee, 1957- 

1958. 

SCHRENK, L. J., Harlan Electric Co., 901 W. 
Milwaukee Ave., Detroit 2, Mich. 

Roadway Lighting Committee, 1956-1958; 

Pavement Surfaces Subcommittee, 1956-1957; 

Fluorescent Lighting Subcommittee of the 

Street and Highway Lighting Committee, 1956- 

1957. 

SCHUCHERT, J. S., Duquesne Light Co., 435 
Sixth Ave., Pittsburgh 19, Pa. 

National Technical Conference 

1956-1958; Publications Committee, 

1958. 

SCHULTER, JOHN, Sunbeam Lighting Co., 
411 Weatherly Bldg., Portland 14, Ore. 

Secretary, Oregon Section, 1957-1958. 
SCHWANHAUSSER, WALTER  E., 
Electric Co., Hendersonville, N. C. 

Committee on Motor Vehicle Lighting (Fx- 

terior), 1956-1957. 

SCHWENKLER, NORBERT, Luminator, 
120 N. Peoria St., Chicago, Ill. 

Subcommittee on Aviation Lamps (Miniature) 

of the Aviation Committee, 1956-1958. 
SCLATER, R. W., J. A. Wilson Lighting & 
Display, Ltd., 280 Lakeshore Rd., Toronto 14, 
Ont. 

Conference Executive Committee, 1957-1958. 
SCODOCK, O. J., Commonwealth Edison Co., 
72 W. Adams St., Chicago 90, III. 

Committee on Residence Lighting Forums, 

1956-1958. 

SCOTT, NORMAN H., Wakefield Lighting, 
Ltd., 395 Wellington Rd., S., London, Ont. 

Conference Executive Committee, 1957-1958. 
SEAGERS, PAUL, School of Education, Indiana 
University, Bloomington, Ind. 

Chairman, Subcommittee on Visual Problems 

of the School Committee, 1956-1958; School 

Committee, 1956-1958; Subcommittee on Hos- 

pitals of the Institutions Committee, 1956- 

1958; Daylighting Committee, 1956-1958. 
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SEALEY, G. L., Reading Company, %h & Spring 
Garden Sts., Philadelphia 23, Pa. 

Subcommittee on Interior Lighting — Land 

Transportation of the Committee on Public 

Convevances — Interior Lighting, 1956-1958. 
SEBURN, THOMAS J., Bureau of Highway 
Traffic, Strathcona Hall, Yale Univeisity, New 
Haven, Conn. 

Vice-Chairman, Roadway Lighting Committee, 

1957-1958; Secretary, Committee on Street and 

Highway Lighting, 1956-1957. 

SEGAL, STANLEY M., Enginecring Research & 
Development Labs., Ft. Belvoir, Va. 

Revision of the 1.E.S. Handbook Subcommit- 

tee, 1956-1958, and Testing Procedures Sub- 

committee of the Searchlight Committee, 1957- 

1958; Light Sources Subcommittee of the 

Searchlight Committee, 1956-1958. 

SEGEL, GEORGE J., New Orleans Public Serv- 
ice, Inc., 317 Baronne St., New Orleans, La. 

Secretary, New Orleans Section, 1957-1958. 
SEITZ, MARION, Consolidated Edison Co. of 
New York, Inc., 4 Irving Place, New York 3, 
uN. F. 

Committee on 

1956-1958 
SELL, ~LOYD W., The Detroit 
2000 Second Ave., Detroit 26, Mich. 

Vice-Chairman, Papers Committee, 1957-1958; 

Technical Content Subcommittee of the Publi- 
Committee, 1957-1958; Papers Com- 

mittee, 1956-1957; Subcommittee on Review 

of Editorial Content of the Publications Com- 
mittee, 1956-1957; Committee on Testing Pro- 

cedures for Illumination Characteristics, 1956- 

1957. 

SELLMAN, H. D., San 
San Diego, California. 

Subcommittee on Theatres of the Institutions 

Committee, 1956-1957. 

SHARP, H. M., Walling, Bickley & Sharp, Inc., 
1912 N St.. N.W., Washington 6, D. C. 

Subcommittee on Hospitals of the Institutions 

Committee, 1956-1958; Allied Arts Committee, 

1956-1957. 
SHARP, J 

Committee 

1957-1958. 
SHAW, J. HOMER, Utah Power & Light Co., 
P.O. Box 899, Salt Lake City, Utah. 

Roadway Lighting Committee, 1957-1958. 
SHELLHORSE, J. V., Florida Power & Light 
Co., 25 8. E. 2nd Ave., Miami 30, Fla. 

Chairman, Southeast Florida Chapter, 

1957. 
SHEPHERD, T. H., 
Power, Box 3669, 
geles 54, Calif 

Office Committee, 1956-1958; Education Com- 

mittee, 1957-1958; Handbook Revision Com- 

mittee, 1956-1957. 

SHIPLEY, F. D., U.S.A.F. & Dept. of the Navy, 
\eronautical Standards Group, Washington 25, 
Dd. C 

Aviation Committee, 1956-1958; Subcommittee 

on Definitions and Terms of the Aviation 

Committee, 1956-1958. 

SHIRLEY, DELBERT W., Oregon State Col- 
lege, Dearborn Hall, Corvallis, Ore. 

Student Branch, Task Committee, 1956-1057. 
SHOEMAKER, GEORGE, Philadelphia Electric 
Co., 211 S. Broad St., Philadelphia 5, Pa. 

Chairman, Board of Fellows, 1957-1958; 

Chairman, Subcommittee on Churches of the 

Institutions Committee, 1956-1958; Allied 

Arts Committee, 1956-1958; Board of Fellows, 

1956-1957. 

SHOTWELL, C. C., Philadelphia Electric 
1000 Chestnut St., Philadelphia 5, Pa. 

Vice-President, East Central Region, 1957- 

1958; Committee on Sustaining Membership, 

1956-1958 Regional Activities Committee, 

1957-1958; Public Relations and Information 

Committee, 1956-1958; National Technical 

Conference Committee, 1956-1958. 

SIDLO, THOMAS C., General Electric Co., 200 
FE. 16th Ave., N. Kansas City 16, Mo. 

Chairman, Heart of America Section, 

1958; Secretary, Heart 

1956-1957 
SIMPSON, L. C., A.G.A. Division, Elastic Stop 
Nut Corp. of America, P.O. Box 38, Elizabeth, 
N. J. 

Chairman, Aviation Committee, 

Committee on Elements of Signal 

1956-1957. 
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Edison Co., 


cations 


Diego State College, 


VERNON 
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1956- 
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SIMPSON, W. R., Arkansas Power & Light Co., 
123 W. 4th St., Little Rock, Ark. 
Secretary, Arkansas Chapter, 1957-1958. 


SIRMONS, RAY L., Florida Power Corp., 101 
ith St., So., St. Petersburg, Fla. 

Chairman, Florida Section, 1957-1958. 

SIScO, 8. E., General Electric Supply Corp., 
145 N. Beacon St., Boston 35, Mass. 

Subcommittee on Luminaire Maintenance of 

the Roadway Committee, 1957-1958. 
SKINNER, VIRGINIA, Long Island Lighting 
Co., 175 Old Country Road, Hicksville, N. Y. 

Chairman, Committee on Residence Lighting 

Forums, 1956-1958; Task Subcommittee of the 

National Technical Conference Executive Sub- 

committee, 1957-1958. 

SKOVE, W. S., Division of Light & Power, City 
of Cleveland, Ohio. 

Pavement Surfaces Subcommittee, 1956-1957; 

Subcommittee on Luminaire Maintenance of 

the Committee on Street and Highway Light- 

ing, 1956-1958. 

SLAUER, R. G., Sylvania Electric Products Inc., 
One 48th St., Wheeling, W. Va. 

General Secretary, 1956-1958; Council Execu- 

tive Committee, 1956-1958; Advisory Board to 

the President, 1957-1958. 

SMEDBERG, GEORGE C., Westlite, P.O. Box 
1033, Redwood City, Calif. 

Secretary, San Jose Chapter, 

committee on Theatres of 

Committee, 1956-1957. 
SMITH, EDWARD L., National Safety Council, 
425 N. Michigan Ave., Chicago 11, TI. 

Roadway Lighting Committee, 1957-1958. 
SMITH, H. C., 15840 Woodland Drive, Dear- 
born, Mich. 

Visibility of Targets, Subcommittee of the 

Searchlight Committee, 1956-1958. 

SMITH. I. D., Curtis Lighting of Canada, Ltd., 
195 Wicksteed Ave., Leaside 12, Ont. 

Conference Executive Committee, 1957-1958. 
SMITH, JAMES D., General Electric Co., P.O. 
Box 7427, Baltimore 27, Md. 

Secretary, Marvland Section, 1957-1958. 
SMITH, R. V., Holophane Co., Inc., 342 Madi- 
son Ave.. New York 17, N. Y. 

Chairman, Subcommittee on Measurement of 

Performance Characteristics of Portable Lamps 

of the Committee on Residence Lighting, 1956- 

1958; Residence Lighting Committee, 1956- 

1957; Progress Committee, 1956-1957. 
SMITH, RULAND L., Holophane Co., Inc., 
Newark, Ohio. : 

Committee on Testing Procedures for Tlumi- 

nation Characteristics, 1957-1958; Subcommit- 

tee on Guide for Photometric Testing of Fluo- 
rescent Luminaires of the Committee on Test- 
ing Procedures for Illumination Characteris- 

tics, 1956-1957. 

SMITH, WM. H.., Electrical Equipment Co., 20 
S. Senate, Indianapolis 4, Ind. 

Subcommittee on Hospitals of the Institutions 

Committee, 1956-1957. 

SNIDER, F. T., Pennsylvania Railroad, Room 
507, 15 N. 82nd St., Philadelphia 4, Pa. 

Committee on Public Convevances — Interior 

Lighting, 1956-1958: Subcommittee on Interior 

Lighting — Land Transportation of the Com- 

mittee on Public Conveyances — Interior 

Lighting, 1956-1958. 

SONNENFELD, N. J., Century Lighting, Inc., 
419 W. 55th St.. New York 20, N. Y. 

Store Committee, 1956-1958. 

SPARROW, C. E., JR., Westinghouse Electric 
Corp., 501 St. Paul Place, Baltimore, Md. 

Chairman, Marvland Section, 1956-1957. 
SPENCER, DOMINA EBERLE, University of 
Connecticut, Storrs, Conn. 

Davlighting Committee, 1957-1958; Coordinat- 

ing Subcommittee of the Davlighting Commit- 

tee, 1957-1958; Subcommittee on Measurement 
and Reporting on Daylighting of Interiors of 
the Davlighting Committee, 1956-1957: Com- 
mittee on Standards of Quality and Quantity 

for Interior Mlumination, 1956-1957. 
SPIGELMAN, M., City of Winnipeg, Hydro 
Flectric System, 55 Princess St., Winnipeg, Man., 
Canada. 

Secretary, Winnipeg Chapter, 1956-1957. 
SPILLANE, J. B., Sylvania Electric Products, 
Inc., 1740 Broadway, New York 19, N. Y. 

Committee on Public Conveyances — Interior 

Lighting, 1956-1958. 

STAFFORD, MARY, Thomas Electric Co., 816 
Locust, Des Moines, lowa. ‘ 
Secretary, Iowa Section, 1957-1958. 


1957-1958; Sub- 
the Institutions 


STAHLHUT, LEO G., Day-Brite Lighting, Inc., 

5411 Bulwer, St. Louis 7, Mo. 

Industrial Committee, 1956-1958. 

STAIR, J. L., Harbert, Berrien County, Mich. 
Secretary, Historical Committee, 1957-1958; 
Vice-Chairman, Historical Committee, 1956- 
1957. 

STALEY, KARL A., General Electric Company, 

Nela Park, Cleveland, Ohio. 
Chairman, Committee on 
1958. 

STEELE, HOYT P., 

Co., Des Plaines, Il. 
Medal Award Committee, 1956-1958. 

STEFANY, R. J., Westinghouse Electric Corp., 

Bloomfield, N. J. 

Secretary-Treasurer, Aviation Committee, 

1956-1958; Chairman, Subcommittee on Avia- 

tion Lamps (Large) of the Aviation Commit- 

tee, 1956-1958; Subcemmittee on Aviation 

Lamps (Miniature) of the Aviation Commit- 

tee, 1956-1958. 

STEPHENS, C. B., Hydro-Electric Power Com- 

mission of Ontario, 620 University Ave., Toronto, 

Ont., Canada. 

Subcommittee on Central Station Properties of 

the Industrial Committee, 1956-1957. 
STERNBERG, L. S., Pittsburgh Reflector Co., 
432 Schofield Bldg., Cleveland 15, Ohio. 

Secretary, Cleveland Section, 1957-1958. 
STICKNEY, G. H., 816 N. Wild Olive Ave., 
Daytona Beach, Fla. 

Historical Committee, 1956-1958. 
STILLWELL, G. R., Bell Telephone Labs., 
Mountain Ave., Murray Hill, N. J. 

Subcommittee on Color Rendition of the 

Light Sources Committee, 1956-1958. 
STONE, R. A., Airline Pilots Assn., 
Street & Cicero Ave., Chicago 38, Il. 

Chairman, Aircraft Exterior Lighting Subcom- 

mittee of the Aviation Committee, 1956-1958; 

Aviation Committee, 1956-1958. 

STRAHAN, CHARLES, Mississippi Power and 

Light Co., 144 South Congress St., Jackson, 

Miss. 

Secretary, Mississippi Chapter, 1957-1958. 
STRANG, M. K., Curtis Lighting of Canada, 
Ltd., 195 Wicksteed Ave., Toronto 17, Ont., 
Canada. 

Progress Committee, 1956-1958. 

STRONG, E. M., Cornell University, 211 Phil- 

lips Hall, Ithaca, N. Y. 

School Committee, 1956-1958; Committee on 

Quality and Quantity of Illumination — Rec- 

ommendations for, 1956-1958; Handbook Re- 

vision Committee, 1956-1958; Advisory Mem- 

ber of the Vducation Committee, 1957-1958; 

Chairman, Board of Nomination Committee, 

1956-1957; Medal Award Committee, 1956- 

1957; Committee on Education, 1956-1957; 

Student Branch, Task Committee, 1956-1957; 

Subcommittee on Brochures on Careers in 

Illuminating Engineering, 1956-1957. 
STROUD, H. A., Monongahela Power Co., 1310 
Fairmont Ave., Fairmont, W. Va 

Schog! Committee, 1956-1958. 

STULTZ, WILLIAM, Southern Colorado Power 

Co., 613 Main St., Canon City, Colo. 
Secretary, Southern Colorado Chapter, 
1958. 

STURROCK, WALTER, General 

Nela Pak, Cleveland 12, Ohio. 
Committee on Student Membership, 1957-1958; 
Committee on Constitution and Procedures, 
1956-1958; Student Branch, Task Committee, 
1956-1957; I.E.S.-ASHAE Committee, 1956- 
1957. 

SUMMERS, MARGARET E., Consumers Power 

Co., 212 W. Michigan, Jackson, Mich. 
Contributing Member of the Home Lighting 
Data Sheets Subcommittee of the Publications 
Committee, 1956-1958. 

SUMMERS, THEODORE, JR., Westinghouse 

Electric Corp., 1216 W. 58th St., Cleveland 1, 

Ohio. 

Subcommittee on Outdoor Production Areas 

of the Industrial Committee, 1956-1957. 
SWARNER, J. L., Pullman Standard Car Mfg. 
Co., 10909 Cottage Grove Ave., Chicago 28, Ill. 

Chairman, Subcommittee on Interior Lighting 

— Land Transportation of the Committee on 

Public Conveyances — Interior Lighting, 1956- 

1958; Committee on Public Conveyances — In- 

terior Lighting, 1956-1958. 


Allied Arts, 1956- 


Benjamin Electric Mfg. 


55th 


1957- 


Electric Co., 


1957 














SWEATTE, J. E., Georgia 
Marietta St., Atlanta, Ga. 
National Technical Conference Executive Com- 
mittee, 1956-1957; Program and Publicity Sub- 
committce of the Street and Highway Lighting 
Committee, 1956-1957. 
SWEENEY, R. L., Newport News Shipbuilding 
and Dry Dock Co., Newport News, Va. 
Committee on Public Conveyances — Interior 
Lighting, 1956-1958; Subcommittee on Marine 
Transportation of the Committee on Public 
Conveyances — Interior Lighting, 1956-1958. 
SWETLAND, R. M., General Electric Co., Out 
door Lighting Dept., Hendersonville, N. C. 
Chairman, Subcommittee on Tunnels and 
Underpasses of the Roadway Lighting Com- 
mittee, 1956-1958; Roadway Lighting Commit- 
tee, 1956-1958; Parking Area Lighting Sub- 
committee, 1956-1957; Subcommittee on Traf- 
fic Safety, 1956-1958; Subcommittee on Visi- 
bility under Fog Conditions of the Committee 
on Street and Highway Lighting, 1956-1957. 
SZANTAY, ELMER, Sandee Mfg. Co., 5050 Fos 
ter Ave., Chicago 30, III. 
Subcommittee on Plastics (LES-SPI-NEMA) of 
the Committee on Light Control and Equip- 
ment Design, 1956-1957 


T 


TAEPKE, MARY B., Detroit Edison Co., 2000 

Second Ave., Detroit 26, Mich. 
Chairman, Subcommittee on Training Outline 
of the Residence Lighting Committee, 1957- 
1958; Contributing Member of the Home 
Lighting Data Sheets Subcommittee of the 
Publications Committee, 1956-1958. 

TAYLER, L. E., The Detroit Edison Co., 2000 

Second Ave., Detroit 26, Mich. 
Chairman, Medal Award Committee, 1957- 
1958; Chairman, Lighting Service Committee, 
1956-1957; Member, 1957-1958; Public Rela- 
tions and Information Committee, 1957-1958; 
Committee on Headquarters Location, 1957- 
1958; Medal Award Committee, 1956-1957; 
National Technical Conference Committee, 
1956-1957. 

TAYLOR, G. J., Day-Brite Lighting Inc., 161 

Fast 42nd St., New York 17, N. Y. 
Vice-President, 1956-1958; Chairman, Regional 
Activities Committee, 1956-1957; Council Ex- 
ecutive Committee, 1956-1958; Chairman, 
Technical Committee Forum, 1957-1958; Chair- 
man, Advisory Board to the President, 1956- 
1958; Sustaining Membership Committee, 
1956-1957. 

TAYLOR, R. M., The Toledo Edison Co., 420 

Madison Ave., Toledo, Ohio. 
Vice-President, Great Lakes Region, 
1958; Regional Activities Committee, 
1958. 

TEEL, H. W., JR., Toledo Edison Co., Edison 

Bldg., Toledo, Ohio. 
Secretary, Northwestern 
1957. 

TEELE, R. P., National Bureau of Standards, 

Washington 25, D. C. 
Chairman, Subcommittee on General Guide to 
Photometry of the Committee on Testing Pro- 
cedures for Hlumination Characteristics, 1956- 
1958; Chairman, Motor Vehicle (Exterior) 
Committee, 1956-1958; Maintenance Commit- 
tee, 1956-1958; Roadway Lighting Committee, 
1956-1958: Committee on Testing Procedures 
for Illumination Characteristics, 1956-1958; 
Subcommittee on Guide for Brightness Meas- 
urements of the Testing Procedures Commit- 
tee, 1956-1958; Progress Committee, 1956- 
1958; IES-US Public Health Service Commit- 
tee, 1956-1958; Chairman, Subcommittee on 
Guide to Colorimetry of the Committee on 
Testing Procedures for Ulumination Charac- 
teristics, 1956-1957; Subcommittee on Guide 
for Reporting Lighting Fquipment Engineer- 
ing Data of the Committee on Testing Proce- 
dures for Ulumination Characteristics, 1956- 
1957; Photographic Studies Subcommittee, 
Mercury Vapor Lamp Subcommittee, Subcom- 
mittee on Standard Practice, Subcommittee on 
Visibility under Fog Conditions, and Research 
Subcommittee — all of the Committee on Street 
and Highway Lighting, 1956-1957; Subcom 
mittee on General Light Sources of the Road- 
way Committee, 1957-1958; Photographic 
Studies Subcommittee, Research Subcommittee, 
of the Roadway Committee, 1957-1958. 


Power Co., 75 


1956- 
1956- 


Ohio Section, 1956- 


1957 


TERENCE, JOHN, Northern Electric Co., Lid., 
57 Main St. E., Hamilton, Ont. 
Secretary, Hamilton Ontario Chapter, 
1958. 
THOMAS, JOSEPH, Canadian General Electric 
Co., Ltd., 280 Faillon St. W., Montreal, Que., 
Canada. 
Lighting Service Committee, 1956-1958; Mem- 
bership Committee, 1957-1958; Public Rela- 
tions and Information Committee, 1957-1958; 
Vice-President Canadian Region, 1956-1957; 
Regional Activities Committee, 1956-1957; Na- 
tional Technical Conference Committee, 1956- 
1957. 
1 HOMPSON, CARLTON M., San Diego Gas & 
Electric Co., P. O. Box 1831, San Diego 12, 
Calif. 
Vice-President, South 


1957- 


Pacific Coast Region, 
1956-1958: Regional Activities Committee, 
1956-1958; National Technical Conference 
Committee, 1956-1958; Lighting Service Com- 
mittee, 1957-1958 

THOMPSON, R. BRUCE, 9 Laconia Parkway, 

Rochester 18, N. Y. 

Chairman, Rochester Section, 1956-1957. 
THOMPSON, WILLARD W., Thompson Engi 
neering Co., 177 State Street, Boston, Mass. 

Subcommittee on Museums and Art Galleries 

of the Institutions Committee, 1956-1958. 
THORINGTON, LUKE, Duro-Test Corp., 2321 
Hudson Co. Blvd., North Bergen, N. J. 

Subcommittee on Color Rendition of the Light 

Sources Committee, 1956-1958. 
THORNTON, C. RAYMOND, Canadian Line 
Materials Ltd., 168 Chariotte St., Ottawa, Ont. 

Chairman, Ottawa Section, 1957-1958. 
TILLEMANS, F. T., Westinghouse Electric 
Corp., 2303 Kennedy St., N. E., Minneapolis 1% 
Minn. 

Secretary, Twin City Section, 
TIMMINS, R., Gibbs & Cox, 
Street, New York 6, N. Y. 

Chairman, Subcommittee on Marine Trans- 

portation of the Committee on Public Con- 

vevances — Interior Lighting, 1956-1958: Com 
mittee on Public Convevances — Interior 

Lighting, 1956-1957. 
TOENJES, D. A., General 
Park, Cleveland 12, Ohio. 

Roadway Lighting Committee, 1956-1958; 

Chairman, Subcommittee on Research of the 

Roadway Lighting Committee, 1956-1958: 

Subcommittee on High Speed, Heavy Traffic 

Density Highways, Mercury Vapor Lamp Sub- 

committee, Subcommittee on Visibility under 

Fog Conditions, Fluorescent Lighting Subcom- 

mittee, Tunnel and Underpass Subcommittee, 

Photographic Studies Subcommittee, Pavement 

Surfaces Subcommittee, Subcommittee on 

Standard Practices, and Subcommittee on In- 

terchange with Foreign Groups —all of the 

Committee on Street and Highway Lighting, 

1956-1957; Tunnel and Underpass Subcommit- 

tee, General Light Sources Subcommittee of 

the Roadway Committee, 1957-1958. 
TOUSEY, R. T.. Naval Research Laboratory, 
Optics Div., Washington, D. C. 

Committee on Elements of Signal 

1956-1957. 

TREFRY, D. F., The Detroit Edison Co., 

Second Ave., Detroit 26, Mich. 
Committee on Sports and Recreational Areas, 
1956-1958; Committee on Education, 1956- 
1957. 

TROSPER, G. A., Pacific Gas and Electric Co., 

245 Market St., San Francisco, Calif. 

Roadway Lighting Committee, 1956-1958: 

Papers Committee, 1956-1958: Technical Con- 

tent Subcommittee of the Publications Com- 

mittee, 1957-1958; Subcommittee on Review 
of Editorial Content of the Publications Com- 
mittee, 1956-1957; Subcommittee on Coordina- 
tion, Program and Publicity Subcommittee, 

Subcommittee on Standard Practice, Subcom- 

mittee on Luminaire Maintenance, Tunnel and 

Underpass Subcommittee, Mercury Vapor 

Lamp Subcommittee, Subcommittee on Visi- 

bility under Fog Conditions — all of the Com- 

mittee on Street and Highway Lighting, 1956- 

1957; Coordinating Subcommittee of the 

Roadway Committee, 1957-1958; General 

Light Sources Subcommittee, Luminaire Main- 

tenance Subcommittee, Standard Practice Sub- 

committee, and Tunnels and Underpass Sub- 
committee — all of the Roadway Committee, 

1957-1958. 


1956-1957. 
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1 ROSTLE, MAXWELL, Sylvania Electric Prod- 
ucts, Inc., One 48th St., Wheeling, W. Va. 

Committee on Testing Procedures for Illumi- 

nation Characteristics, 1956-1958; Progress 

Committee, 1956-1958; Vice-Chairman, Com- 

mittee on Maintenance, 1957-1958; Subcom. 

mittee on Guide for Photometric Testing of 

Fluorescent Luminaires of the Committee on 

Testing Procedures for Ulumination Charac- 

teristics, 1956-1957. 
TUGMAN, J. L., General 
Park, Cleveland 12, Ohio. 

Chairman, Subcommittee on Lighting Lectures 

of the Allied Arts Committee, 1957-1958. 
TURNER, ALLEN §S., General Electric Co., 3 
Penn Center Bldg., Philadelphia 2, Pa. 

Membership Committee, 1957-1958; Task Sub- 

committee of the Membership Committee, 

1957-1958. 

TFURPIN, R. G., 627 Marchmont, San 
lexas. 

Chairman, Alamo Chapter, 1956-1957. 
TUTTLE, J. W., General Electric Company, 
Nela Park, Cleveland 12, Ohio. 

Subcommittee on Aircraft Cockpit Lighting of 

the Aviation Committee, 1956-1958; Aircraft 

Cabin Lighting Subcommittee of the Aviation 

Committee, 1957-1958; Committee on Ele- 

ments of Signal Lighting, 1956-1957 
PWEEDY, ROBERT E., 914 W. Madison, Phoe- 
nix, Ariz. 

Secretary, Arizona Section, 1956-1957. 
TWICHELL, L. C., Rochester Gas & Electric 
Corp., 89 East Ave., Rochester 4, N. Y. 

Committee on Constitution and Procedures, 

1956-1958; Advance Planning Committee, 

1956-1958; Director, 1956-1957; Subcommittee 

on Clothing of the Industrial Committee, 

1956-1957. 

IWIST, T. O., National Bureau of Standards, 
Washington 25, D. C. 

Chairman, Subcommittee on Aircraft Cockpit 

Lighting of the Aviation Committee, 1956- 

1958; Subcommittee on Aviation Lamps (Mini- 

ature) of the Aviation Committee, 1956-1958. 


U 


6026 Princess Jeanne, Al- 


Electric Co., Nela 


Antonio, 


UHL, ROBERT J., 
buquerque, N. M. 
Chairman, New Mexico Chapter, 1956-1957. 
UNDERWOOD, DOROTHEA, Niagara Mo- 
hawk Power Corp., 300 Erie Blvd. West, Syra- 
cuse, N. Y. 
Contributing Member of the Home Lighting 
Data Sheets Subcommittee of the Publications 
Committee, 1956-1958. 
UTHE, CARL. Bond Clothes, Style Manor, 1400 
N. Goodman St., Rochester 9, N. Y. 
Subcommittee on Clothing of the Industrial 
1956-1957. 


V 


VACHA, NORMAN, 14444 E. 

University Heights 18, Ohio. 
Residence Lighting Committee, 1956-1958. 

VAHL, WILLIAM J., Crescent Electric Supply 

Co., 200 S. Main St., Dubuque, lowa. 
Secretary, lowa Section, 1956-1957. 


Committee, 


Carroll Bivd., 


VanCOLLIE, H. A., Holophane Co. Inc., 342 
Madison Ave., New York 17, N. Y. 

Residence Committee, 1957-1958. 
VANDEVELDE, A. F., Sterling Bronze Co. Inc., 
27-01 Bridge Plaza North, Long Island City, 
N.Y. 

Committee on Public Conveyances — Interior 

Lighting, 1956-1958; Subcommittee on Marine 

Transportation of the Committee on Public 

Conveyances, 1956-1958. 

VaNDUSEN, H. A., JR., Line Material Indus- 
tries, South Milwaukee, Wisc. 

Subcommittee on Airport Service Area Light- 

ing of the Aviation Committee, 1956-1958. 
VAUGHAN, F. 

Photographic Studies Subcommittee of the 

Committee on Street and Highway Lighting, 

1956-1957. 

VENABLE, J.C., Associated Mfgrs. Agents, 5218 
Hawthorne Road, Little Rock, Ark. 
Secretary, Arkansas Chapter, 1956-1957. 
VEY, ARNOLD, National Safety Council, 425 N. 
Michigan Ave., Chicago 11, M. 
Committee on Street and Highway Lighting, 
1956-1957. 
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VICKERS, MARTIN, Angus Butler & Assoc., 
815 6th St. W., Calgary, Alta. 

Chairman, Chinook Chapter, 1957-1958. 
VINCENT, H. B., Owens-Illinois Glass Co., 1700 
N. Westwood Ave., Toledo, Ohio 

Chairman, Daylighting Committee, 1956-1958. 
VIPOND, L. C., Office of Airports, CAA, Wash- 
ington 25, D. ¢ 

Chairman, Subcommittee on 

Lighting of the Aviation Committee, 1956- 

1958; Subcommittee on Airport Runway 

Lighting. Subcommittee on Heliport Lighting, 

Subcommittee on Aviation Lamps (Large) of 

the Aviation Committee, 1956-1958 
VOELKNER, A. G., Gross Chandelier Co., 
Delmar Bivd., St. Louis 3, Mo. 

Subcommittee on Outdoor 

of the Industrial Committee, 


W 


WAGGENER, BLANCHE, Columbus & So. Ohio 
Electric Co., 215 N. Front St., Columbus, Ohio 
Contributing Member of the Home Lighting 
Data Sheets Subcommittee of the Publica 

tions Committee, 1956-1958 
WAGNER, WALTER (¢ Chamber of Com- 
merce of Greater Philadelphia, 121 8. Broad St., 

Philadelphia 7, Pa. 

Committee on Maintenance, 1957-1958 
WAIGHT, VERNON H., Calif. Division of 
Highways, 150 Oak St., San Francisco 2, Calif 

Subcommittee on Traffic Sign of the Street and 

Highway Lighting Committee, 1956-1957 
WAITE, R. T., Aetna Casualty & Surety Co., 
Hartford, Conn 

Office Committee, 1956-1958, 

WAKEFIELD, A. F., The Wakefield Co., Ver 
milion, Ohio 

Co-Chairman, 

tee, 1956-1958 
WAKEFIELD, GEORGE, The 
Vermilion, Ohio 


Airport Taxiway 


2036 
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Defense Coordinating Commit 
Wakefield Co., 


Papers Committee, 1957-1958: Office Commit 
tee, 1956-1958; Technical Content Subcommit 
tee of the Publications Committee, 1957-1958 
Subcommittee on Plastics (IES-SPI-NEMA) of 
the Committee on Light Control and Equip- 
ment Design, 1956-1957. 
WALDRON, ¢ E.. Niagara Mohawk 
Corp., 126 State St., Albany, N. Y 
Vice-President, Northeastern Region, 1956+ 
1958; Regional Activities Committee, 1956 
1958; Lighting Service Committee, 1957-1958 
Subcommittee on Luminaire Maintenance, 
Subcommittee on Traffic Safety, Parking Area 
Lighting Subcommittee, Program and Pub- 
licity Subcommittee, Pavement Surfaces Sub- 
committee — all of the Committee on Street 
and Highway Lighting, 1956-1957: Luminaire 
Maintenance Subcommittee of the Roadway 
Committee, 1957-1958. 
WALKER, T. C., Canadair, 
6087, Montreal, Que., Canada. 
Aviation Lighting Committee, 1956-1957 
WALL, HAROLD E., Public Lighting Commis- 
sion, 174 E. Atwater St., Detroit 26, Mich 
Roadway Lighting Committee, 1956-1958; 
Chairman, Subcommittee on Luminaire Main- 
tenance, Subcommittee on Roadway Lighting 
Principles, Tunnel and Underpass Subcommit- 
tee, Subcommittee on Traffic Safety, Subcom- 
mittee on Standard Practice, Pavement Sur- 
faces Subcommittee, Mercury Vapor Lamp 
Subcommittee, Fluorescent Lighting Subcom 
mittee — all of the Street and Highway Light- 
ing Committee, 1956-1957; General Light 
Sources Subcommittee, Roadway Lighting 
Principles Subcommittee, and Traffic Safety 
Subcommittee of the Roadway Committee, 
1957-1958; Chairman, Luminaire Maintenance 
Subcommittee of the Roadway Committee, 
1957-1958; Standard Practice Subcommittee of 
the Roadway Committee, 1957-1958. 
WALLACE, G. E., Powerlite Devices, Ltd., 54 
Atomic Ave., Toronto 14, Ont 
Conference Executive Committee, 1957-1958 
WALSH, J. S., Pacific Gas & Electric Co. 245 
Market St., San Francisco 6, Calif 
School Committee, 1957-1958: Defense Coordi 
nating Committee, 1956-1958; National Tech 
nical Conference Committee, 1956-1958: Com- 
mittee on Headquarters Location, 1956-1958; 
Director, 1956-1957; Committee on Allied Arts, 
1956-1957; Committee on Procedures and 
Policies, 1956-1957 
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WALTERS, W. T., Public Service Co. of Okla- 
homa, P.O. Box 201, Tulsa 2, Okla. 

Chairman, Oil Capital Section, 1957-1958. 
WARFIELD, DON, General Electric Co., 999 
98th Ave., Oakland 3, Calif. 

Secretary, San Jose Chapter, 1956-1957. 
WARNER, N. C., Westinghouse Electric Corp., 
1 Fourth Ave., Pittsburgh 30, Pa. 

Committee on Constitution and Procedures, 

1957-1958; Vice-President East Central Region, 

1956-1957; Regional Activities Committee, 

1956-1957 
WARSKOW, MARTIN A., Port of N. Y. Au- 
thority, 111 Eighth Ave., New York II, N. Y. 

Vice-Chairman, Aviation Committee, 1956- 

1958; Subcommittee on Airport Runway 

Lighting, Subcommittee on Airport Service 

Area Lighting of the Aviation Committee, 

1956-1958; Committee on Quality and Quan- 

tity of Illumination — Recommendations for, 

1957-1958 
WATERMAN, M. N,. 
Corp., Bloomfield, N. J. 

Past-President, 1957-1958; 

1957; Council Executive Committee, 1956- 

1958; Medal Award Committee, 1957-1958; 

Chairman, Committee on Headquarters Loca- 

tion, 1957-1958; Board of Nomination, 1957- 

1958; Advisory Board to the President, 1957 

1958; Trustees, 1.E.S. Headquarters Retire- 

ment Pension Plan, 1957-1958 


WATTERS, G. A., Quebec Power Co., 229 St. 
Joseph St., Quebec, Que., Canada. 

Subcommitter on Luminaire Maintenance of 

the Committee on Street and Highway Light- 

ing, 1956-1958. 

WEBBER, MARY F., General Electric Co., Nela 
Park, Cleveland 12, Ohio. 

Committee on Residence 

1957-1958. 

WEEKS, A. W., Champion Lamp Works, 330 
Lynnway, Lynn, Mass. 

Committee on Testing Procedures for Ilumi- 

nation Characteristics, 1956-1958, Subcommit- 

tee on Color Rendition of the Light Sources 

Committee, 1956-1958; Chairman, Subcommit- 

tee on Guide for Photometric Testing Fluo- 

rescent Lamps, Subcommittee. on Guide on 

Colorimetry, Subcommittee on Guide for Pho- 

tometric Measurements of Mercury Vapor 

Lamps —all of the Committee on Testing 

Procedures for Ulumination Characteristics, 

1956-1957; Subcommittee on Practical Guide 

to Photometry of the Testing Procedures 

Committee, 1957-1958. 
WEHNER, PAUL E., 
Miamisburg, Ohio. 

Secretary, Miami Valley Section, 1957-1958. 
WEIBFL, WM. A., Curtis Lighting, Inc., 6135 
W. 65th St.. Chicago, Il. 

Committee on Education, 1957-1958; Commait- 

tee on Light Control and Equipment Design, 

1956-1957; Subcommittee to Revise IES 

Courses on Lighting Fundamentals and De- 

sign of the Committee on Lighting Education, 

1956-1957. 

WEIMAN, R., Associated Engineers, 1100 First 
National Bank Bldg., Peoria, Ill. 

Chairman, Central Ilinois Chapter, 1956-1957. 
WEISS, WARREN W., Pacific Gas & Electric 
Co., 445 Sutter St., San Francisco, Calif. 

Regional Representative, Membership Com- 

mittee, 1956-1957. 

WELCH, K. C., 924 Grandville Ave., 
Grand Rapids 9, Mich. 

Store Committee, 1956-1958; School Commit- 

tee, 1956-1958; Davlighting Committee, 1956- 

1958. 

WELCH, ROBERT J., R. J. Welch Company, 
3903 Olive St., St. Louis 8, Mo. 

Chairman, St. Louis Section, 1956-1957. 
WELD, WALLACE W., Revere Electrical Mfg. 
Co., 6009 Broadway, Chicago 40, Ill. 

Chairman, Committee on Sports & Recrea- 

tional Areas, 1956-1958; Committee on Quality 

and Quantity of Illumination, 1957-1958; Sub- 
committee on Outdoor Production Areas of 
the Industrial Committee, 1956-1957; Testing 

Procedures Committee, 1957-1958; Subcom- 

mittee on Floodlights of 10-160° Beam Spread, 

Photometric Testing of — of the Testing Pro- 

cedures Committee, 1957-1958. 

WELLS, JACK H., B. T. Heinz Co., 1500 West- 
lake * ttle 9, Wash. 

Secret. .» Puget Sound Section, 1956-1958. 


Westinghouse Electric 


President, 1956- 


Lighting Forums, 


R.R. #1, Byers Rd., 


Ss. W., 


WELLS, VIRGINIA, Utah Power and Light 
Co., Box 899, Salt Lake City, Utah. 

Committee on Residence Lighting Forums, 

1956-1957. 

WENZLER, O. F., Libbey-Owens-Ford Co., 608 
Madison Ave., Toledo 3, Ohio. 

Daylighting Committee, 1956-1958. 

WERTZ, O. D., Naval Ordnance Dept., General 
Electric Co., Pittsfield, Mass. 

Searchlight Committee, 1956-1957. 

WESLER, J. E., LT., U. S. Coast Guard Head- 
quarters (ECV), Washington 25, D. C. 

Subcommittee on Seadrome Lighting of the 
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